Full Name (L F M) 
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Separation Date 

Hire Date 

ABDULLAH, KEVIN 

LIEUTENANT TOWER LADDER 37 

TERMINATED 

11/22/2017 

8/3/1987 

ABRAMSKI, JOHN E 

AMBULANCE COMMANDEF 

ALS AMBULANCE 26 

TERMINATED 

11/30/2018 

3/3/1980 

ADAMS, WILLIAM W 

LIEUTENANT (EMT) 

FPB SOUTH 

TERMINATED 

11/30/2014 

2/16/1985 

ADDESSO, STEVEN A 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

6/5/2015 

12/1/1988 

AGUILAR, JOSEPHINE 

FIREFIGHTER 

FPB WEST 

TERMINATED 

7/31/2015 

10/1/1991 

AHERN, PATRICK J 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

10/7/2017 

10/1/1997 

AIKENS, BRADLEY K 

CAPTAIN (EMT) 

ENGINE 49 

TERMINATED 

11/30/2018 

11/1/1988 

ALAMO, ROBERTOG 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

8/8/2017 

2/8/2006 

ALANIZ, JOHN E 

FF (ARBITRATION AWARD) LEAVE OF ABSENCE 

TERMINATED 

7/2/2016 

2/16/1985 

ALBARRAN, MARY M 

FIELD PAYROLL AUDITOR 

PAYROLL 

TERMINATED 

1/1/2015 

4/1/1981 

ALBERTS, RICHARD A 

FIREFIGHTER 

TOWER LADDER 37 

TERMINATED 

11/30/2016 

9/1/1993 

ALICEA, RAYMOND 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2015 

2/19/1980 

ALLEN, ALFRED L 

ENGINEER (EMT) 

ENGINE 16 

TERMINATED 

9/22/2014 

12/3/1990 

ALLEN, ANDREG 

FIREFIGHTER 

TRUCK 8 

TERMINATED 

12/8/2017 

12/1/1992 

ALONZO, JOSEPH 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

10/19/2014 

2/15/1980 

ALTMAN, MICHAEL P 

BATTALION CHIEF 

BATTALION 23 

TERMINATED 

11/20/2017 

2/17/1987 

ALVARADO, ARTURO 

FF ARB. AWARD(PAR) 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2018 

3/16/1982 

ALVARADO, RAUL A 

FIREFIGHTER 

ENGINE 86 

TERMINATED 

11/30/2016 

5/2/1988 

ALVARADO, RENE 

FIREFIGHTER 

TRUCK 61 

TERMINATED 

11/21/2017 

5/2/1988 

ANASTASOF, ANGELO C 

FIREFIGHTER 

CANDIDATE TRAINING 

TERMINATED 

6/4/2014 

11/18/2013 

ANDERSON, BRIAN M 
ANDERSON, ERIC M 
ANDERSON, JASON A 

FIREFIGHTER 

TRUCK 45 

TERMINATED 

12/23/2014 

2/1/1982 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

9/26/2014 

9/16/2014 

FIREFIGHTER-EMT(RECRU CANDIDATE TRAINING 

TERMINATED 

10/4/2018 

5/16/2018 

ANDERSON, LANCEQ 

ENGINEER 

ENGINE 104 

TERMINATED 

12/31/2016 

7/16/1986 

ANDERSON, ROY 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

11/30/2017 

11/1/1988 

ANGAROLA, DANIEL R 

SUPERVISING INVESTIGAT 

OFFICE OF INTERNAL INVESTIGATION 

TERMINATED 

1/31/2018 

6/1/2015 

ANGELINI, JOHN R 

ENGINEER (EMT) 

ENGINE 79 

TERMINATED 

11/27/2016 

8/3/1987 

ANNIS, CHARLES L 

FIREFIGHTER 

ENGINE 10 

TERMINATED 

11/4/2018 

7/18/1994 

ANNIS, CURT 

BATTALION CHIEF(EMT) 

BATTALION 12 

TERMINATED 

12/31/2015 

1/2/1980 

ANTHONY, ROBERTK 

CAPTAIN (PARAMEDIC) 

SUPPORT SERVICES 

TERMINATED 

9/8/2016 

2/16/1983 

APARO, MATTHEW R 

FIREFIGHTER-EMT(RECRU CANDIDATE TRAINING 

TERMINATED 

8/11/2017 

8/1/2016 

ARIAS JR, EPIGMENIO 

FIREFIGHTER 

CANDIDATE TRAINING 

TERMINATED 

9/17/2014 

3/17/2014 

ARNSWALD, THOMAS J 

BATTALION CHIEF(EMT) 

BATTALION 4 

TERMINATED 

11/24/2017 

2/18/1980 

ARROYO, HECTORL 

FF ARB. AWARD(PAR) 

ENGINE 11 

TERMINATED 

11/28/2016 

3/3/1987 

ASEVES, RICHARD 

LIEUTENANT 

ENGINE 39 

TERMINATED 

12/3/2016 

7/16/1986 
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AVANTS, JARRYM 

FIREFIGHTER (EMT) 

TRUCK 45 

TERMINATED 

12/11/2014 

12/3/1990 

AVILES, EDUARDO A 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2015 

7/16/1986 

AYALA, LORENZO A 

ENGINEER (EMT) 

ENGINE 46 

TERMINATED 

11/30/2018 

11/1/1986 

AYE, GARY M 

FIREFIGHTER 

TRUCK 18 

TERMINATED 

11/30/2015 

2/14/1980 

BAILEY, WESLEY L 

FIREFIGHTER 

ENGINE 80 

TERMINATED 

11/18/2015 

5/1/1990 

BAIN, KIRSTEN B 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

9/24/2014 

8/18/2014 

BALEY, THOMAS E 

PARAMEDIC FIELD CHIEF 

EMS 4-5-4 

TERMINATED 

6/30/2015 

2/4/1980 

BANKS, EDDIE L 

CAPTAIN (EMT) 

ENGINE 74 

TERMINATED 

11/21/2017 

2/16/1985 

BARABAS, ANTHONY 

FIREFIGHTER 

ENGINE 81 

TERMINATED 

11/30/2018 

11/1/1989 

BARBER, RONALDJ 

CAPTAIN (PARAMEDIC) 

EXTENDED MEDICAL 

TERMINATED 

11/16/2017 

11/14/1987 

BARRERA, GUADALUPE 

ENGINEER 

ENGINE 92 

TERMINATED 

12/14/2018 

12/1/1992 

BARRON, DAVID V 

PARAMEDIC 

ALS AMBULANCE 16 

TERMINATED 

11/22/2017 

7/18/1988 

BARRY, GERALDW 

FIREFIGHTER/PARAMEDIC 

ALS AMBULANCE 46 

TERMINATED 

4/15/2016 

2/16/1999 

BASILE, GARY J 

CAPTAIN (EMT) 

ENGINE 74 

TERMINATED 

11/30/2014 

4/1/1982 

BASILE. LEE M 

BATTALION CHIEF(EMT) 

BATTALION 6 

TERMINATED 

12/30/2016 

4/1/1982 

BATIZJR, ALBERT 

AMBULANCE COMMANDEF ALS AMBULANCE 27 

TERMINATED 

11/30/2017 

7/16/1992 

BAUKNECHT, RICHARD. 

CAPTAIN (PARAMEDIC) 

DETACHED SERVICES 

TERMINATED 

11/2/2016 

2/16/1985 

BAUTISTA, DAVID 

ENGINEER (EMT) 

DISTRICT 4 RELIEF 

TERMINATED 

11/9/2015 

6/20/1998 

BEALE, MICHAEL B 

LIEUTENANT (EMT) 

ENGINE 124 

TERMINATED 

10/22/2015 

7/16/1986 

BECKLEY, SHELBYL 

FIREFIGHTER 

ENGINE 45 

TERMINATED 

12/31/2015 

11/1/1986 

BEDALOW, ANTHONY R 

CAPTAIN 

LEAVE OF ABSENCE 

TERMINATED 

10/16/2014 

10/16/1978 

BEDOLLA, JOSE A 

ENGINEER (EMT) 

ENGINE 65 

TERMINATED 

11/29/2015 

11/1/1989 

BEDONJR, GEORGE G 

AMBULANCE COMMANDEF 

ALS AMBULANCE 53 

TERMINATED 

11/20/2018 

4/3/1995 

BELKE, ANTHONY D 

FIREFIGHTER (EMT) 

TRUCK 13 

TERMINATED 

7/29/2016 

2/18/1980 

BELL, THEODRIC 

FIREFIGHTER 

TOWER LADDER 63 

TERMINATED 

11/29/2017 

10/1/1991 

BELLUOMINI, TERRY A 

FIREFIGHTER 

TRUCK 52 

TERMINATED 

11/29/2018 

5/2/1988 

BELPEDIO, WILLIAM L 

FIREFIGHTER 

ENGINE 106 

TERMINATED 

12/28/2014 

7/18/1994 

BENEDICK, ROBERTS 

FIREFIGHTER 

TRUCK 17 

TERMINATED 

11/29/2015 

5/1/1990 

BENSON, MARK 

BATTALION CHIEF(EMT) 

DETACHED SERVICES 

TERMINATED 

11/30/2015 

2/1/1983 

BERTINI, ANTHONY J 

FIREFIGHTER 

ENGINE 106 

TERMINATED 

7/3/2016 

5/2/1988 

BEST, ISAAC H 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

11/15/2015 

11/1/1986 

BIBBS, ROBERT J 

FIREFIGHTER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

4/16/2018 

7/16/1986 

BIEL, TIMOTHY A 

FIREFIGHTER (EMT) 

SUPPORT SERVICES 

TERMINATED 

11/14/2018 

2/1/1982 

BIGOTT, ADRIAN R 

BATTALION CHIEF(EMT) 

BATTALION 22 

TERMINATED 

11/22/2017 

2/1/1983 

BILKA, JOHN G 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2015 

2/18/1980 
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BILLUPS, DAVID 

CAPTAIN 

LEAVE OF ABSENCE 

TERMINATED 

6/5/2018 

2/18/1980 

BIRD, MICHAEL R 

ENGINEER (EMT) 

FIRE BOAT 

TERMINATED 

7/23/2015 

7/16/1986 

BIRMINGHAM, SCOTT E 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

12/17/2018 

11/18/1991 

BIROS, EDWARD J 

FIREFIGHTER 

ENGINE 49 

TERMINATED 

9/29/2016 

10/16/2001 

BLACKAMORE, DWAYNE PARAMEDIC IN CHARGE 

ALS AMBULANCE 51 

TERMINATED 

1/5/2015 

12/1/1989 

BLACK, RAYMOND C 

AMBULANCE COMMANDEF 

ALS AMBULANCE 16 

TERMINATED 

11/6/2014 

5/20/1981 

BLAKE, JAMES M 

CAPTAIN (EMT) 

TRUCK 41 

TERMINATED 

12/12/2016 

12/1/1988 

BLATT, DAVID E 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

6/17/2015 

6/16/2015 

BLISS, CHARLES E 

CAPTAIN (EMT) 

ENGINE 38 

TERMINATED 

12/30/2014 

2/19/1980 

BLOOMEJR, ROBERTA 

ENGINEER (EMT) 

ENGINE 79 

TERMINATED 

11/26/2017 

11/1/1989 

BOLDEN, THEODORE C 

FIREFIGHTER (EMT) 

TRUCK 24 

TERMINATED 

2/1/2018 

12/1/2008 

BOLDT, STEPHEN 

BATTALION CHIEF(EMT) 

BATTALION 23 

TERMINATED 

11/19/2014 

2/18/1980 

BOMBEN, MARJORIE 

PARAMEDIC FIELD CHIEF 

EXTENDED MEDICAL 

TERMINATED 

12/29/2016 

3/2/1984 

BONGIORNO, MARIO 

ENGINEER (EMT) 

ENGINE 96 

TERMINATED 

11/25/2014 

2/20/1980 

BONKE, DENNIS A 

FIREFIGHTER 

FPB CENTRAL 

TERMINATED 

10/4/2016 

10/1/1996 

BOSWELL, JAMIE L 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

11/12/2014 

8/1/2014 

BOTICA, TIMOTHY F 

CAPTAIN (EMT) 

FIRE PREVENTION BUREAU 

TERMINATED 

12/30/2017 

12/3/1990 

BOTTGER, THEODORE F 

ENGINEER 

ENGINE 32 

TERMINATED 

2/22/2016 

2/17/1987 

BOUBEL. DANIEL 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

9/30/2015 

10/31/1993 

BOZEMAN, DIANE D 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/26/2016 

10/1/1991 

BOZENDA, KEITH C 

BATTALION CHIEF(EMT) 

BATTALION 18 

TERMINATED 

11/30/2018 

2/20/1980 

BRACKEN, MAUREEN A 

ENGINEER (EMT) 

ENGINE 49 

TERMINATED 

11/15/2018 

10/16/1998 

BRACKIN, LAWRENCE M CAPTAIN (EMT) 

ENGINE 50 

TERMINATED 

11/16/2014 

2/19/1980 

BRACKIN, PATRICK J 

LIEUTENANT 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2015 

2/19/1980 

BRADFORD, RUSSELLJ 

ENGINEER 

ENGINE 16 

TERMINATED 

10/16/2017 

10/1/1991 

BRANCH, EDWARD P 

FIREFIGHTER 

ENGINE 97 

TERMINATED 

11/27/2014 

8/3/1987 

BRANNIGAN, JOHN 

LIEUTENANT 

ENGINE 120 

TERMINATED 

11/30/2017 

11/1/1988 

BRANNIGAN, MICHAEL 

ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

1/10/2017 

2/18/1980 

BREDEN, STEVEN M 

FIREFIGHTER 

FIRE INVESTIGATION 

TERMINATED 

3/16/2015 

5/16/1996 

BRENNAN, JOHN 

BATTALION CHIEF(EMT) 

BATTALION 15 

TERMINATED 

11/30/2018 

7/18/1988 

BRENNAN, PATRICK J 

BATTALION CHIEF 

BATTALION 18 

TERMINATED 

11/28/2016 

2/18/1980 

BRESLIN, ROBERT C 

FIREFIGHTER 

TRUCK 31 

TERMINATED 

11/24/2016 

7/16/1986 

BRESNAHAN, RAYMOND BATTALION CHIEF(EMT) 

BATTALION 2 

TERMINATED 

11/30/2014 

2/18/1980 

BREWER, ERIC R 

ENGINEER 

ENGINE 104 

TERMINATED 

12/14/2014 

7/16/1986 

BRIM, FRANK J 

CAPTAIN 

ENGINE 86 

TERMINATED 

11/30/2017 

11/1/1988 
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BRITTON BEY, T C 

FIREFIGHTER 

ENGINE 97 

TERMINATED 

12/31/2018 

11/1/1989 

BRNE, BERNARD J 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

4/17/2014 

2/18/1980 

BROENNEKE, PATRICK. 

CAPTAIN (EMT) 

DISTRICT 1 RELIEF 

TERMINATED 

9/24/2017 

11/1/1989 

BRONSON, KEVIN M 

FIREFIGHTER-EMTfRECRU CANDIDATE TRAINING 

TERMINATED 

2/5/2015 

11/17/2014 

BROWN, ALICIA P 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

9/26/2017 

2/22/1999 

BROWN, DENNIS A 

FIREFIGHTER (EMT) 

TRUCK 24 

TERMINATED 

2/12/2016 

6/1/2004 

BROWNE, THOMAS J 

BATTALION CHIEF(EMT) 

BATTALION 3 

TERMINATED 

11/23/2016 

2/17/1987 

BROWN, MARCUS K 

FIREFIGHTER 

SQUAD 1 

TERMINATED 

7/22/2014 

2/20/2001 

BROWN, MICHAEL J 

FIREFIGHTER 

ENGINE 104 

TERMINATED 

9/22/2015 

10/1/1997 

BROWN, TIMOTHY S 

FIREFIGHTER 

ENGINE 92 

TERMINATED 

11/28/2018 

2/17/1987 

BROZYNA, ANDREWB 

ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2015 

1/2/1980 

BUCIO, JUAN J 

FIREFIGHTER (EMT) 

AIR RESCUE 

TERMINATED 

5/29/2018 

10/1/2003 

BUCKHALTER, GARY J 

FIREFIGHTER 

ENGINE 15 

TERMINATED 

11/30/2017 

11/1/1989 

BUCKLEY, JOHN M 

FIREFIGHTER-EMT(RECRU CANDIDATE TRAINING 

TERMINATED 

4/15/2015 

11/17/2014 

BUCKNER, JENNIFER L 

PARAMEDIC 

ALS AMBULANCE 19 

TERMINATED 

11/25/2015 

4/3/2006 

BUKOWSKI, MICHAEL J 

BATTALION CHIEF 

BATTALION 20 

TERMINATED 

11/21/2014 

7/16/1977 

BURAK, ANDRIY 

FIREFIGHTER 

CANDIDATE TRAINING 

TERMINATED 

9/17/2014 

3/17/2014 

BURKE, ROBERT J 

FIREFIGHTER 

TRUCK 51 

TERMINATED 

12/31/2016 

2/17/1987 

BURKE, SEAN W 

BATTALION CHIEF(EMT) 

BATTALION 19 

TERMINATED 

11/20/2014 

1/2/1980 

BURROUGHS, TAVI M 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

10/9/2014 

8/18/2014 

BURTON, HOLLIS J 

FIREFIGHTER 

FIRE BOAT 

TERMINATED 

11/30/2016 

11/1/1989 

BUSCH, DAVID A 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

7/31/2014 

3/24/1975 

BUTLER, CHARLES A 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 12 

TERMINATED 

3/20/2015 

3/16/1990 

BUTZEN, KEVIN G 

LIEUTENANT 

ENGINE 59 

TERMINATED 

8/6/2015 

7/16/1986 

BYRNE, JAMES 

LIEUTENANT 

TRUCK 49 

TERMINATED 

9/13/2017 

12/3/1990 

BYRNE, JOHN M 

BATTALION CHIEF 

BATTALION 7 

TERMINATED 

11/25/2016 

2/19/1980 

BYRNES, FRANCIS A 

FF (ARBITRATION AWARD) 

LEAVE OF ABSENCE 

TERMINATED 

5/24/2016 

5/3/1976 

CABAN, TONY 

LIEUTENANT (EMT) 

TRUCK 28 

TERMINATED 

11/20/2016 

2/17/1987 

CAJIGAS, MOSES 

LIEUTENANT (EMT) 

ENGINE 9 

TERMINATED 

11/30/2014 

2/1/1983 

CAJIGAS, ROBERT 

FIREFIGHTER 

2-7-3 COMMAND VAN 

TERMINATED 

10/31/2017 

10/16/1995 

CALLAHAN, MICHAEL E 

BATTALION CHIEF 

EXTENDED MEDICAL 

TERMINATED 

8/16/2018 

1/2/1980 

CALVILLO JR, ANTONIO 

PARAMEDIC FIELD CHIEF 

OPERATIONS HQ RELIEF 

TERMINATED 

11/30/2018 

10/18/1982 

CAPJAK, THADDEUS 

ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

8/14/2018 

7/16/1986 

CAPUANO, DANIEL V 

FF (ARBITRATION AWARD) TOWER LADDER 34 

TERMINATED 

12/15/2015 

4/2/2001 

CARBOL, DANNY R 

LIEUTENANT (EMT) 

TRUCK 59 

TERMINATED 

10/11/2016 

7/16/1986 
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CAREY, DANIELS 

FIREFIGHTER 

ENGINE 103 

TERMINATED 

11/30/2016 

2/17/1987 

CARLSON, KEITH R 

FIREFIGHTER 

TRUCK 53 

TERMINATED 

11/28/2018 

10/16/1995 

CARLSON, ROBERTA 

ENGINEER 

ENGINE 30 

TERMINATED 

11/4/2018 

10/1/1997 

CARRASCO, JUAN M 

FIREFIGHTER 

ENGINE 74 

TERMINATED 

12/5/2017 

12/1/1988 

CARRAVETTA, TONINO F ENGINEER 

ENGINE 112 

TERMINATED 

11/23/2017 

5/2/1988 

CARRILLO, ENRIQUE R 

FF ARB. AWARD(PAR) 

AIR RESCUE 

TERMINATED 

5/25/2017 

3/16/1995 

CARSON, BRENDAJ 

ENGINEER (EMT) 

MIDWAY 

TERMINATED 

11/25/2016 

5/2/1988 

CASAS, GEORGE G 

FIREFIGHTER 

TRUCK 17 

TERMINATED 

11/23/2014 

5/2/1988 

CASEY, CHRISTOPHES 

FIREFIGHTER 

ENGINE 69 

TERMINATED 

5/20/2014 

2/17/1987 

CASEY, ROBERT 

LIEUTENANT (EMT) 

ENGINE 30 

TERMINATED 

11/26/2014 

2/4/1982 

CASEY, SHAWN M 

FIREFIGHTER (EMT) 

TRUCK 25 

TERMINATED 

5/6/2018 

10/16/2001 

CASEY, TERRENCEJ 

BATTALION CHIEF 

BATTALION 19 

TERMINATED 

11/6/2014 

7/16/1977 

CASEY, THOMAS J 

LIEUTENANT (EMT) 

TRUCK 48 

TERMINATED 

11/27/2016 

2/16/1985 

CASTRO, HUMBERTO 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

2/13/2016 

11/1/1986 

CATINELLA, DANIEL R 

FIREFIGHTER-EMT(RECRU CANDIDATE TRAINING 

TERMINATED 

8/31/2016 

4/4/2016 

CATLETT, STEVENT 

GENERAL COUNSEL 

HEADQUARTERS ADMINISTRATION 

TERMINATED 

7/28/2016 

11/17/2014 

CAULFIELD, DANIEL D 

FIREFIGHTER 

TRUCK 45 

TERMINATED 

7/27/2018 

12/1/1988 

CHAMPLAIN, RICHARD J 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 49 

TERMINATED 

5/28/2017 

7/16/2009 

CHASTEN, CHRISTOPHE FIREFIGHTER/PARAMEDIC 

ENGINE 116 

TERMINATED 

6/15/2018 

7/1/2008 

CHAVARRIA, GARY P 

FIREFIGHTER (EMT) 

DETACHED SERVICES 

TERMINATED 

12/4/2018 

12/1/1992 

CHAVERS, JEFFREY 

FIREFIGHTER (EMT) 

PUBLIC EDUCATION 

TERMINATED 

4/30/2018 

12/1/1988 

CHEARS, RANEY J 

FIREFIGHTER 

TRUCK 62 

TERMINATED 

4/28/2018 

8/3/1987 

CHERRY, ROYS 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/16/2016 

11/1/1989 

CHEVERSIA, SALVADOR 

FIREFIGHTER (EMT) 

TRUCK 4 

TERMINATED 

4/4/2017 

8/17/2009 

CHEW JR, GREGORY L 

FIREFIGHTER 

ENGINE 5 

TERMINATED 

11/26/2017 

2/17/1987 

CHICKERILLO JR, JOHN 

BATTALION CHIEF(EMT) 

BATTALION 13 

TERMINATED 

11/21/2015 

11/1/1986 

CHIKEROTIS, STEVE 

DEPUTY DISTRICT CHIEF 

OPERATIONS HQ RELIEF 

TERMINATED 

11/17/2014 

9/4/1979 

CHIMINO, DAVID 

BATTALION CHIEF(EMT) 

BATTALION 10 

TERMINATED 

11/17/2016 

9/4/1979 

CHOATE, MICHAEL J 

ENGINEER 

RESCUE TRUCK 4 

TERMINATED 

11/30/2016 

2/19/1980 

CHOATE, SCOTT D 

LIEUTENANT (EMT) 

ENGINE 125 

TERMINATED 

11/6/2017 

11/1/1988 

CHORNE, LOUIS R 

FIREFIGHTER 

TOWER LADDER 5 

TERMINATED 

11/30/2018 

11/1/1989 

CHRISTENSEN, LEONAR PARAMEDIC 

ALS AMBULANCE 36 

TERMINATED 

5/20/2017 

10/29/2012 

CHRISTENSEN, LEONAR FIREFIGHTER 

TOWER LADDER 54 

TERMINATED 

11/16/2015 

2/16/1985 

CHRISTIAN EL, CHRIS M 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

2/5/2018 

2/20/1980 

CHYCHULA, DAWN M 

PARAMEDIC 

EXTENDED MEDICAL 

TERMINATED 

12/24/2016 

11/17/1990 
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CIARA, MICHAEL L 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2015 

2/17/1987 

CIESSAU, RICHARD C 

CAPTAIN 

TRUCK 29 

TERMINATED 

12/31/2014 

11/1/1986 

CINKUES, EDWARD R 

FIREFIGHTER 

ENGINE 119 

TERMINATED 

11/17/2015 

3/17/1980 

CLARK, GILBERT D 

LIEUTENANT (PAR) 

HAZINC TEAM 5-1-1 

TERMINATED 

11/30/2016 

7/16/1986 

CLARK, PATRICK W 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

8/19/2014 

8/18/2014 

CLARK, SAMUEL M 

A/DEPTY CHIEF PARAMEDI OPERATIONS HQ RELIEF 

TERMINATED 

8/31/2014 

8/17/1981 

CLAY, LARRY 

ENGINEER (EMT) 

DISTRICT 2 RELIEF 

TERMINATED 

2/3/2014 

12/1/1999 

CLEMENS, THOMAS J 

FIREFIGHTER 

TRUCK 20 

TERMINATED 

11/29/2014 

2/17/1987 

CLIFFORD, MICHAEL V 

LIEUTENANT 

RESCUE TRUCK 5 

TERMINATED 

12/31/2017 

12/1/1988 

CLINCH, KATHY M 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

7/2/2015 

5/3/1976 

CLOUD, MICHAEL D 

ENGINEER (EMT) 

ENGINE 120 

TERMINATED 

11/5/2017 

11/1/1988 

CLOUTIER, GERALD L 

FIREFIGHTER 

SUPPORT SERVICES 

TERMINATED 

12/4/2017 

12/1/1988 

COACHMAN, STEPHEN h 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

4/30/2017 

12/1/1994 

CODY, THOMAS J 

BATTALION CHIEF(EMT) 

OPERATIONS HQ RELIEF 

TERMINATED 

11/30/2018 

11/1/1988 

COGHLAN, JOHN P 

FIREFIGHTER (EMT) 

ENGINE 30 

TERMINATED 

3/14/2016 

11/18/2013 

COLBY, JOHN M 

CAPTAIN (EMT) 

TRUCK 28 

TERMINATED 

11/30/2016 

3/1/1980 

COLBY, JOHN R 

CAPTAIN (EMT) 

TRUCK 59 

TERMINATED 

11/30/2014 

2/17/1987 

COLE, DARRYL M 

FIREFIGHTER 

FPBWEST 

TERMINATED 

2/28/2014 

11/1/1989 

COLEMAN, FRANKLIN D 

ENGINEER (EMT) 

ENGINE 104 

TERMINATED 

10/9/2018 

10/1/1996 

COLLIER, ELLIOT C 

PARAMEDIC 

EMS TRAINING 

TERMINATED 

3/4/2017 

3/1/2017 

COLLINS, DWAYNE 0 

LIEUTENANT 

TRUCK 45 

TERMINATED 

12/3/2014 

5/2/1988 

COLLINS, JOHN T 

BATTALION CHIEF(EMT) 

SPECIAL OPERATIONS 

TERMINATED 

11/27/2016 

1/2/1980 

COLLINS, KIRBY R 

ENGINEER 

EXTENDED MEDICAL 

TERMINATED 

10/17/2017 

5/11/1988 

COLON, CRISTINO J 

LIEUTENANT (PAR) 

DISTRICT 3 RELIEF 

TERMINATED 

11/30/2017 

7/18/1988 

COLWELL. THOMAS J 

FIREFIGHTER/PARAMEDIC 

EXTENDED MEDICAL 

TERMINATED 

7/8/2014 

12/1/1989 

COMMINGS, LARRY 

LIEUTENANT 

FIRE PREVENTION BUREAU 

TERMINATED 

11/30/2018 

7/16/1986 

CONAWAY, GARYC 

FF (ARBITRATION AWARD) 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2017 

9/1/1976 

CONLEY, PAUL J 

LIEUTENANT 

ENGINE 34 

TERMINATED 

12/31/2016 

5/16/1996 

CONRAD, GEORGE 

BATTALION CHIEF(EMT) 

BATTALION 6 

TERMINATED 

11/5/2017 

2/19/1980 

CONRAD, MARKE 

LIEUTENANT 

ENGINE 22 

TERMINATED 

11/30/2017 

5/2/1988 

CONROY, MICHAEL J 

BATTALION CHIEF(PAR) 

BATTALION 2 

TERMINATED 

11/30/2017 

7/16/1986 

CONTRERAS, JOHN M 

FIREFIGHTER 

TRUCK 13 

TERMINATED 

12/29/2016 

2/17/1987 

CONWAY, THOMAS P 

CAPTAIN (PARAMEDIC) 

LEAVE OF ABSENCE 

TERMINATED 

4/23/2016 

10/20/1976 

COOGAN, LORETTOM 

ENGINEER (EMT) 

EXTENDED MEDICAL 

TERMINATED 

11/4/2017 

9/1/1993 

COOK, ANTHONY 0 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

11/30/2015 

7/16/1986 
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COOK, CARL R 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/4/2014 

7/16/1986 

COOK, CHERIE 

ADMINISTRATIVE ASST II 

SUPPORT SERVICES 

TERMINATED 

6/30/2014 

7/8/1985 

COOPER, RICHARD A 

BATTALION CHIEF(EMT) 

BATTALION 22 

TERMINATED 

9/25/2018 

2/1/1983 

CORBETT, KATHLEEN A 

FIREFIGHTER 

ENGINE 104 

TERMINATED 

12/31/2016 

12/1/1994 

CORCORAN, TIMOTHY l\/ BATTALION CHIEF(EMT) 

DETACHED SERVICES 

TERMINATED 

6/6/2016 

6/6/2018 

11/30/2018 

2/1/1983 

11/16/1981 

5/2/1988 

CORDT, ROBERTA 

FF ARB. AWARD(PAR) 

LEAVE OF ABSENCE 

TERMINATED 

CORTES, EDWARDS 

LIEUTENANT 

ENGINE 7 

TERMINATED 

COSMEJR, ROGELIO 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

8/31/2014 10/16/1995 

COUGHLAN, JOHN A 

ENGINEER (PARAMEDIC) 

DISTRICT 3 RELIEF 

TERMINATED 

7/10/2016 

4/16/1997 

COY, JULIE M 

PARAMEDIC FIELD CHIEF 

OPERATIONS HEADQUARTERS 

TERMINATED 

12/4/2016 

2/16/1985 

CRAIG, JOHN R 

ENGINEER (EMT) 

ENGINE 11 

TERMINATED 

11/28/2018 

2/17/1987 

CRAVEN, JOHN 

ENGINEER 

ENGINE 54 

TERMINATED 

11/30/2014 

1/2/1980 

CRAWFORD, KEVIN 

LIEUTENANT 

TOWER LADDER 63 

TERMINATED 

11/23/2018 

10/1/1996 

CRAYTON, EDWARD H ENGINEER (EMT) 

EXTENDED MEDICAL 

TERMINATED 

11/30/2018 

7/18/1994 

CREED, MICHAEL F 

FIREFIGHTER/PARAMEDIC 

ENGINE 10 

TERMINATED 

12/3/2015 

12/1/1989 

CRONIN, TIMOTHY J 

BATTALION CHIEF(EMT) 

BATTALION 23 

TERMINATED 

11/30/2014 

2/1/1982 

CROSSIN, FRANK J 

LIEUTENANT (EMT) 

FIRE BOAT 

TERMINATED 

10/24/2014 

2/16/1985 

CROSS, TOMMY 

ENGINEER (EMT) 

ENGINE 16 

TERMINATED 

11/21/2017 

2/1/1983 

CROWLEY, KEVIN M 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

6/30/2018 

9/1/1976 

CRUZ, ALBERTOS 

FIREFIGHTER 

ENGINE 11 

TERMINATED 

11/26/2017 

5/1/1990 

CRUZ, JOSE M 

FIREFIGHTER 

TRUCK 28 

TERMINATED 

8/29/2016 

8/3/1987 

CRUZ, SAMUEL 

CAPTAIN (EMT) ENGINE 43 

TERMINATED 

12/21/2018 

12/3/1990 

CULLAR, RAYMOND E 

CAPTAIN 

FIRE PREVENTION BUREAU 

TERMINATED 

11/16/2015 

11/1/1986 

CULLEN, RAYMOND A 

CAPTAIN 

ENGINE 76 

TERMINATED 

11/29/2016 

2/19/1980 

CULLINA, JOHN J 

LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/27/2015 

2/17/1987 

CUMMINGS, JAMES B 

FIREFIGHTER (EMT) 

TRUCK 13 

TERMINATED 

11/30/2014 

8/3/1987 

CUNNINGHAM, DANIEL f BATTALION CHIEF(EMT) 

OPERATIONS HQ RELIEF 

TERMINATED 

11/19/2018 

7/16/1986 

CUNNINGHAM, JAMES L 

ENGINEER 

ENGINE 99 

TERMINATED 

4/19/2014 

2/15/1980 

CURRY, JOHN G 

FIREFIGHTER 

ENGINE 81 

TERMINATED 

8/16/2015 

12/1/1994 

CZERNIAK, THOMAS 

FIREFIGHTER 

MIDWAY 

TERMINATED 

11/13/2014 

2/17/1987 

CZERWIONKA, MICHAEL 

BATTALION CHIEF 

BATTALION 17 

TERMINATED 

11/29/2015 

7/16/1986 

CZYNSKI, MARK C 

PROJECTS ADMINSTRATO 

HEADQUARTERS ADMINISTRATION 

TERMINATED 

2/2/2018 

8/16/2017 

DALCERRO, GENO M 

CAPTAIN 

TRUCK 8 

TERMINATED 

11/4/2017 

11/1/1989 

DALEY, JOHN M 

CAPTAIN (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

10/26/2017 

3/1/1980 

DAMPIER, MARLON D 

FIREFIGHTER 

ENGINE 121 

TERMINATED 

12/31/2017 

12/1/1988 
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D ANTIGNAC JR, LAWRE 

FIREFIGHTER 

ENGINE 64 

TERMINATED 

11/20/2014 

11/1/1988 

DATI, THOMAS J 

ENGINEER (EMT) 

ENGINE 13 

TERMINATED 

12/31/2016 

11/1/1988 

DAVILA, NANCY A 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 18 

TERMINATED 

11/4/2018 

3/16/1995 

DAVIS, EDWARD 

FIREFIGHTER (EMT) 

SUPPORT SERVICES 

TERMINATED 

8/30/2015 

5/1/1990 

DAVIS, MICHAEL C 

FIREFIGHTER 

TRUCK 57 

TERMINATED 

11/30/2015 

10/16/1995 

DEAN, ALAN R 

CAPTAIN (PARAMEDIC) 

ENGINE 108 

TERMINATED 

11/30/2014 

2/4/1980 

DEAN, JOANNET 

PARAMEDIC 

LEAVE OF ABSENCE 

TERMINATED 

7/17/2018 

7/16/1990 

DEAN, MARTHA E 

PARAMEDIC IN CHARGE 

EMS NORTH RELIEF 

TERMINATED 

8/25/2018 

8/18/2014 

DEAR, AARON T 

FIREFIGHTER 

TRUCK 42 

TERMINATED 

11/30/2018 

5/1/1990 

DE FRANCE, GLORIA D 

ADMINISTRATIVE ASST III 

FIRE PREVENTION BUREAU 

TERMINATED 

3/16/2016 

4/23/1989 

DELANEY JR, DENNIS J 

CAPTAIN 

TRUCK 20 

TERMINATED 

11/30/2014 

2/1/1983 

DELANEY, PATRICK J 

LIEUTENANT (EMT) 

ENGINE 62 

TERMINATED 

10/29/2018 

12/1/1988 

DELANEY, ROBERTM 

LIEUTENANT (PAR) 

LEAVE OF ABSENCE 

TERMINATED 

6/15/2016 

7/16/1986 

DELGADO, CARLOSJ 

CAPTAIN (EMT) 

ENGINE 57 

TERMINATED 

11/26/2018 

11/1/1988 

DE MARCO, FRANK C 

ENGINEER (EMT) 

ENGINE 65 

TERMINATED 

5/5/2015 

2/18/1980 

DEWALD, PHILIP J 

ENGINEER (EMT) 

ENGINE 11 

TERMINATED 

10/20/2015 

10/16/1995 

DIANA, KAREN M 

FIREFIGHTER (EMT) 

ENGINE 64 

TERMINATED 

11/13/2016 

8/1/2005 

DIANA, KENNETH J 

LIEUTENANT (EMT) 

TRUCK 30 

TERMINATED 

11/13/2016 

10/1/1991 

DIAZ, LAWRENCE 

LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

7/7/2016 

2/1/1983 

DICKENS, TYRONE A 

LIEUTENANT (EMT) 

TRUCK 33 

TERMINATED 

11/4/2016 

2/17/1987 

DIGBY, DONNELL 

CAPTAIN 

ENGINE 86 

TERMINATED 

11/3/2016 

8/3/1987 

DILL, CORNELIUS P 

ENGINEER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

7/1/2015 

2/19/1980 

DILLON, ROBERT W 

LIEUTENANT (EMT) 

EXTENDED MEDICAL 

TERMINATED 

9/6/2017 

12/1/1994 

Dl MAGGIO, DAVE R 

CAPTAIN (EMT) 

TOWER LADDER 34 

TERMINATED 

12/19/2018 

8/3/1987 

Dl SILVESTRO, JOHN 

SUPERVISING FIRE MARSH 

FIRE INVESTIGATION 

TERMINATED 

5/16/2014 

11/16/1981 

DOHERTY, EDWARD J 

BATTALION CHIEF(EMT) 

BATTALION 11 

TERMINATED 

12/9/2016 

12/1/1988 

DOMEL, GREGORY 

LIEUTENANT (EMT) 

ENGINE 74 

TERMINATED 

11/20/2018 

11/1/1989 

DONEGAN, LORENZOB 

FIREFIGHTER (EMT) 

2-7-1 COMMAND VAN 

TERMINATED 

8/31/2018 

5/2/1988 

DOOLEY, PATRICK J 

LIEUTENANT (EMT) 

TRUCK 47 

TERMINATED 

11/22/2017 

2/19/1980 

DORAN, KEVIN S 

LIEUTENANT (EMT) 

ENGINE 29 

TERMINATED 

10/31/2015 

3/17/1982 

DORGAN, JAMES G 

COMMANDING FIRE MARSI LEAVE OF ABSENCE 

TERMINATED 

11/30/2017 

10/10/1978 

DORNEKER, RONALDG 

BATTALION CHIEF(EMT) 

OPERATIONS HQ RELIEF 

TERMINATED 

12/20/2018 

11/1/1988 

DOUGHERTY, WILLIAM 

CAPTAIN (EMT) 

TRUCK 20 

TERMINATED 

11/30/2018 

8/16/1977 

DOUGLAS, LORENZO 

FIREFIGHTER (EMT) 

ENGINE 103 

TERMINATED 

7/6/2016 

6/1/1999 

DOW, DAWN M 

PARAMEDIC FIELD CHIEF 

EMS 4-5-5 

TERMINATED 

12/30/2016 

4/1/1982 
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DRAPER, DANIEL G 

CAPTAIN (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

9/16/2018 

3/5/1980 

DREYER, DAVID W 

ENGINEER (PARAMEDIC) 

ENGINE 103 

TERMINATED 

11/29/2017 

2/2/1998 

DROZD, CHRISTOPHE D 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

11/4/2018 

11/1/1989 

DUCKMANN, ALAN K 

FIREFIGHTER 

ENGINE 79 

TERMINATED 

11/30/2018 

3/14/1998 

DUDAKSR, MICHAEL V 

LIEUTENANT (EMT) 

SQUAD 7 

TERMINATED 

7/9/2015 

5/1/1990 

DUFFY, WILLIAM G 

LIEUTENANT (EMT) 

SQUAD 1 

TERMINATED 

11/29/2017 

9/4/1979 

DUIGNAN, JOHN J 

FIREFIGHTER 

ENGINE 92 

TERMINATED 

12/3/2016 

8/3/1987 

DUKE, JOHN J 

FIREFIGHTER 

TRUCK 33 

TERMINATED 

11/30/2016 

5/1/1990 

DUNLEAVY, JENNY 

EXEC ADMINISTRATIVE AS 

FIRST DEPUTY OFFICE 

TERMINATED 

11/30/2018 

5/21/1981 

DUNN, ERI 0 

PARAMEDIC 

EXTENDED MEDICAL 

TERMINATED 

4/14/2016 

8/1/2001 

DUROVIC, HAJRITINE T 

FIREFIGHTER (EMT) 

ENGINE 106 

TERMINATED 

12/4/2018 

12/1/1994 

DWYER, TIMOTHY F 

ENGINEER (EMT) 

ENGINE 46 

TERMINATED 

10/26/2016 

5/16/1996 

DZIEDZIC, JAMES C 

LIEUTENANT 

ENGINE 94 

TERMINATED 

11/30/2014 

10/11/1978 

DZIEDZIC, ROBERT F 

ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

10/2/2015 

2/15/1980 

EAMESJR, BENJAMIN 

FIREFIGHTER 

ENGINE 104 

TERMINATED 

12/31/2017 

12/3/1990 

EARL, PHYLLIS 1 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/7/2014 

11/1/1986 

EARLS JR, AUBREYJ 

FIREFIGHTER 

ENGINE 9 

TERMINATED 

9/15/2018 

11/1/2005 

EARNEST, TIFFANY L 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

3/8/2017 

6/16/2015 

EATON JR, JEFFREYC 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

4/14/2017 

3/1/2017 

ECK, PETER M 

CAPTAIN (EMT) 

TRUCK 38 

TERMINATED 

11/25/2018 

5/2/1988 

EDGEWORTH, RICHARD BATTALION CHIEF(EMT) 

OPERATIONS HQ RELIEF 

TERMINATED 

11/30/2018 

2/4/1982 

EILAND, ROBERT L 

CAPTAIN (EMT) 

TRUCK 59 

TERMINATED 

11/26/2017 

8/3/1987 

ELLERSON, STEVEN M 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

12/31/2016 

11/1/1986 

ELLINGSEN, RONALD L 

CAPTAIN (EMT) 

ENGINE 11 

TERMINATED 

11/30/2018 

12/1/1988 

ELLIS, DANIEL B 

LIEUTENANT (EMT) 

DISTRICT 1 RELIEF 

TERMINATED 

3/28/2018 

12/1/1999 

ELLIS, DANIEL J 

PARAMEDIC FIELD CHIEF 

EMS 4-5-5 

TERMINATED 

11/16/2017 

3/16/1982 

ELMORE, CLINTON E 

AMBULANCE COMMANDEF ALS AMBULANCE 51 

TERMINATED 

11/21/2014 

2/16/1985 

ELY, LEE M 

FIREFIGHTER (EMT) 

ENGINE 73 

TERMINATED 

12/25/2014 

7/18/1994 

ENGLE, MARK M 

FIREFIGHTER 

CANDIDATE TRAINING 

TERMINATED 

3/19/2014 

3/17/2014 

ENHELDER, SHARI G 

PARAMEDIC 

EXTENDED MEDICAL 

TERMINATED 

11/30/2018 

11/1/1996 

ENNESSER, DANIELS 

FIREFIGHTER 

ENGINE 63 

TERMINATED 

11/19/2015 

7/16/1986 

ENRIGHT, JOHN P 

CAPTAIN (EMT) 

EXTENDED MEDICAL 

TERMINATED 

11/30/2018 

2/16/1983 

ERBAN, GREGORY M 

LIEUTENANT (PAR) 

EXTENDED MEDICAL 

TERMINATED 

11/22/2016 

7/16/1986 

ERTL, ROBERT L 

PARAMEDIC FIELD CHIEF 

OPERATIONS HQ RELIEF 

TERMINATED 

11/2/2017 

2/10/1975 

ESSER, MARK C 

FF/ARBIT AWARD (EMT) 

TRUCK 55 

TERMINATED 

11/16/2017 

7/18/1988 
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ESSEX, RONALD 

FIREFIGHTER 

FIRE PREVENTION BUREAU 

TERMINATED 

11/21/2016 

5/2/1988 

ESTKA, JOSEPH S 

ENGINEER (EMT) 

AIR RESCUE 

TERMINATED 

11/14/2018 

5/2/1988 

ESTRADA, JACQUELINE 

PARAMEDIC FIELD CHIEF 

EMS 4-5-4 

TERMINATED 

11/4/2016 

7/16/1986 

ESTRADA, JESSE R 

FIREFIGHTER 

ENGINE 56 

TERMINATED 

7/16/2018 

10/16/2001 

ESTRADA SR, JESSE R 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2016 

9/1/1993 

FABRIZIO, DAN P 

BATTALION CHIEF(EMT) 

BATTALION 3 

TERMINATED 

11/24/2014 

9/4/1979 

FAGIANO, CYNTHIA 

FIREFIGHTER 

TOWER LADDER 63 

TERMINATED 

11/2/2014 

2/17/1987 

FALLAW, PATRICK E 

FIREFIGHTER 

ENGINE 11 

TERMINATED 

11/30/2014 

2/16/1985 

FALTIN, KIMBERLY 1 

SUPERVISOR OF EMPLOYE 

PERSONNEL 

TERMINATED 

8/31/2018 

9/19/2016 

FARRIS, VINCENT A 

LIEUTENANT (EMT) 

TRUCK 62 

TERMINATED 

6/19/2017 

2/2/1998 

FEDORENKO, DAVID K 

FIREFIGHTER (EMT) 

ENGINE 10 

TERMINATED 

5/2/2015 

11/22/2004 

FERNANDEZ, ROBERT T 

FIREFIGHTER 

ENGINE 28 

TERMINATED 

11/4/2015 

11/1/1988 

FIELDS, COURTNEY W 

FIREFIGHTER 

ENGINE 29 

TERMINATED 

11/30/2016 

2/17/1987 

FINN, BRIAN T 

FIREFIGHTER (EMT) 

EXTENDED MEDICAL 

TERMINATED 

5/4/2016 

2/8/2005 

FITZGIBBON, JAMES 

FF ARB. AWARD(PAR) 

LEAVE OF ABSENCE 

TERMINATED 

8/27/2016 

2/21/1975 

FITZPATRICK, JOHN R 

ENGINEER (EMT) 

ENGINE 23 

TERMINATED 

12/7/2017 

12/1/1988 

FITZPATRICK, ROBERT ( 

FIREFIGHTER 

TRUCK 3 

TERMINATED 

11/15/2016 

2/1/1982 

FLAHIVE, MICHAEL J 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2017 

2/19/1980 

FLAVIN, GARRETT M 

FF ARB. AWARD(PAR) 

LEAVE OF ABSENCE 

TERMINATED 

9/17/2015 

7/18/1988 

FLEETWOOD, PAULW 

PARAMEDIC 

ALS AMBULANCE 20 

TERMINATED 

11/7/2018 

11/1/1996 

8/1/2016 

FLEITES, ALEXANDER E 

FIREFIGHTER-EMT(RECRU 

CANDIDATE TRAINING 

TERMINATED 

9/3/2016 

FLORES JR, CARMELO 

FIREFIGHTER (EMT) 

ENGINE 112 

TERMINATED 

11/28/2018 

11/1/1989 

FLORINE, JOHN R 

LIEUTENANT (EMT) ENGINE 44 

TERMINATED 

11/29/2018 

2/16/1985 

FLOSS, THOMAS 

INVESTIGATOR SPECIALIS 

OFFICE OF INTERNAL INVESTIGATION TERMINATED 

2/8/2019 

10/16/2012 

FLOWERS, ANTHONY C 

LIEUTENANT (EMT) FPB NORTH 

TERMINATED 

12/31/2016 

12/1/1994 

FLOWERS, KIRKLAND J 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

6/14/2017 

11/22/2014 

11/22/2018 

5/1/1990 

10/18/1976 

7/16/1986 

FLYNN, LAWRENCE E 

CAPTAIN (PARAMEDIC) 

TRUCK 26 

TERMINATED 

FOERTSCH, PAULT 

BATTALION CHIEF(EMT) 

BATTALION 16 

TERMINATED 

FORNELL, ROGER 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2014 

6/16/1977 

FOX, MICHAEL W 

BATTALION CHIEF 

OPERATIONS HQ RELIEF 

TERMINATED 

11/30/2017 

10/10/1978 

FROST, MICHAEL D 

FIREFIGHTER 

ENGINE 54 

TERMINATED 

11/2/2018 

5/2/1988 

FRYE, MICHAELS 

FIREFIGHTER 

TRUCK 61 

TERMINATED 

11/24/2017 

2/17/1987 

GALIARDO, MICHAEL J 

FIREFIGHTER 

ENGINE 44 

TERMINATED 

8/23/2014 

8/3/1987 

GALLAGHER, GERALD A CAPTAIN (EMT) 

ENGINE 119 

TERMINATED 

12/24/2015 

7/16/1986 

GALLAGHER, MARTIN E 

FIREFIGHTER 

TRUCK 31 

TERMINATED 

11/30/2017 

2/17/1987 
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GALLAGHER, MICHAEL 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

5/22/2017 

3/7/1980 

GALLAPO, ROBERT C 

LIEUTENANT 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2017 

10/10/1978 

GALLAS, CHRISTOPHER FIREFIGHTER 

ENGINE 32 

TERMINATED 

12/3/2016 

3/4/1997 

GARCIA, RICK F 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

12/26/2014 

9/16/2014 

GARITI, DANIEL J 

PARAMEDIC FIELD CHIEF 

EMS 4-5-3 

TERMINATED 

11/6/2016 

8/16/1978 

GASCA, LEANDRO 

LIEUTENANT 

TRUCK 41 

TERMINATED 

11/25/2016 

2/17/1987 

GATHING, WILLIAM A 

SUPERVISOR OF EMPLOYE PERSONNEL 

TERMINATED 

9/15/2015 

11/3/2003 

GATLIN, BURNELL 

LIEUTENANT 

ENGINE 28 

TERMINATED 

7/16/2015 

12/1/1988 

GAUGHAN, MARTIN F 

CAPTAIN 

ENGINE 65 

TERMINATED 

11/27/2017 

11/1/1986 

GESCHREY, THOMAS G ENGINEER (EMT) 

ENGINE 68 

TERMINATED 

12/16/2015 

2/16/1985 

GIBBONS, TIMOTHY P 

BATTALION CHIEF(EMT) 

BATTALION 17 

TERMINATED 

11/14/2014 

2/18/1980 

GIBSON, TIMOTHY C 

PARAMEDIC 

ALS AMBULANCE 52 

TERMINATED 

2/20/2014 

10/1/2012 

GILBERT, LEONARD B 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 16 

TERMINATED 

11/26/2018 

8/17/1981 

GILL, EDWARD J 

ENGINEER (EMT) 

ENGINE 35 

TERMINATED 

12/31/2015 

7/16/1986 

GILLEN, DONALD J 

FIREFIGHTER 

TRUCK 45 

TERMINATED 

11/29/2018 

11/1/1989 

GILLEN, MARK 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

8/28/2018 

2/18/1980 

GILMORE, CLEVELAND 

ENGINEER (EMT) 

ENGINE 73 

TERMINATED 

11/6/2017 

5/2/1988 

GILMORE, GARYK 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2015 

2/16/1985 

GLAD, RICHARD J 

LIEUTENANT 

ENGINE 13 

TERMINATED 

11/29/2016 

7/16/1986 

GLASING, KENNETH A 

FIREFIGHTER 

ENGINE 119 

TERMINATED 

11/22/2016 

10/16/1995 

GLAUBITZ, WALTER 

ENGINEER 

RESCUE TRUCK 3 

TERMINATED 

11/21/2016 

2/18/1980 

GLEASON, JOHN A 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

12/6/2015 

11/1/1988 

GLEESON, JAMEST 

FF (ARBITRATION AWARD) ENGINE 101 

TERMINATED 

11/27/2017 

7/16/1986 

GLOVER, GERALD 

LIEUTENANT 

EXTENDED MEDICAL 

TERMINATED 

11/28/2017 

2/17/1987 

GOMEZ, EUGENE 

FIREFIGHTER 

TRUCK 9 

TERMINATED 

11/7/2016 

8/3/1987 

GONZALES, DANIEL R 

ENGINEER 

ENGINE 82 

TERMINATED 

5/5/2018 

2/16/1985 

GONZALEZ, JOSE A 

FIREFIGHTER 

ENGINE 110 

TERMINATED 

2/9/2017 

2/16/1985 

GONZALEZ, JUAN 

LIEUTENANT (PAR) 

ENGINE 57 

TERMINATED 

11/30/2017 

7/16/1986 

GOODMAN, PAULL 

ENGINEER (EMT) 

ENGINE 124 

TERMINATED 

11/30/2018 

3/3/1987 

GORE, STEVEN A 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

5/19/2015 

2/1/1982 

GORNY, RICHARD 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

7/9/2018 

9/4/1979 

GORZYCKI, DAVID A 

CAPTAIN (EMT) 

TRUCK 42 

TERMINATED 

11/30/2018 

5/2/1988 

GOSHA, DONALD P 

LIEUTENANT (EMT) 

ENGINE 74 

TERMINATED 

9/13/2018 

7/18/1994 

GRABOWSKI, STEPHEN 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 18 

TERMINATED 

11/23/2017 

11/18/1991 

GRAFF, KARL H 

FIREFIGHTER 

TRUCK 7 

TERMINATED 

11/26/2016 

2/19/1980 
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GRAVES, KEVIN J 

LIEUTENANT (EMT) 

ENGINE 109 

TERMINATED 

5/16/2014 

2/1/1983 

GRAY, JAMES R 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 8 

TERMINATED 

6/19/2018 

3/18/2002 

GRAY, LUEVENIA 

LIEUTENANT 

FIRE PREVENTION BUREAU 

TERMINATED 

11/15/2017 

2/17/1987 

GRAY, MARION T 

ENGINEER 

ENGINE 104 

TERMINATED 

11/25/2018 

11/1/1988 

GRECO, MICHAEL A 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

11/30/2014 

7/16/1986 

GREENE, BRIAN K 

CAPTAIN 

TRUCK 62 

TERMINATED 

10/7/2018 

7/16/1986 

GREEN-HARRIS, MARCI/ ENGINEER (EMT) 

EXTENDED MEDICAL 

TERMINATED 

10/3/2015 

5/1/1990 

GREEN, LAWRENCE 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

5/9/2017 

2/1/1982 

GREGUS, WILLIAM J 

PARAMEDIC 

LEAVE OF ABSENCE 

TERMINATED 

11/8/2014 

3/3/1980 

GROSE, LAWRENCE 

LIEUTENANT (EMT) 

ENGINE 129 

TERMINATED 

11/30/2017 

11/1/1988 

GRUBER, JAMES E 

ENGINEER (EMT) 

ENGINE 108 

TERMINATED 

11/1/2016 

7/18/1994 

GRUBER, RANDY S 

PARAMEDIC IN CHARGE 

EXTENDED MEDICAL 

TERMINATED 

11/2/2014 

7/16/1992 

GRUNAUER, MARK 

ENGINEER 

ENGINE 62 

TERMINATED 

11/16/2014 

2/18/1980 

GUARINO, CHRISTY L 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

9/17/2014 

8/1/2014 

GUEVARA, REYNALDO 

LIEUTENANT 

DETACHED SERVICES 

TERMINATED 

7/18/2014 

7/16/1986 

GUIDIZI, PAMELA L 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 26 

TERMINATED 

11/26/2014 

7/18/1988 

GULLY LEWIS, KITTRELL 

SUPERVISOR OF PAYROLL 

PAYROLL 

TERMINATED 

6/30/2016 

3/16/1987 

GUNDERSEN, MARKB 

FIREFIGHTER 

ENGINE 69 

TERMINATED 

12/6/2018 

12/1/1992 

GURROLA, GEORGE E 

BATTALION CHIEF(EMT) 

BATTALION 16 

TERMINATED 

11/30/2017 

2/16/1985 

GUSTAFSON, RICHARD 

CAPTAIN (EMT) 

TRUCK 24 

TERMINATED 

11/16/2015 

2/1/1982 

GUTH, SARAH H 

AMBULANCE COMMANDEF 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2016 

3/3/1987 

GUZIK, THOMAS 

PARAMEDIC 

LEAVE OF ABSENCE 

TERMINATED 

9/13/2014 

12/1/1976 

GUZMAN, CESAR 

ENGINEER 

ENGINE 91 

TERMINATED 

11/25/2018 

2/18/1980 

HAGGARD, VALERIE D 

LIEUTENANT (EMT) 

RESCUE TRUCK 2 

TERMINATED 

8/5/2017 

11/1/1986 

HAIN, ALFRED D 

BATTALION CHIEF(EMT) 

EXTENDED MEDICAL 

TERMINATED 

11/24/2016 

9/4/1979 

HALL, DAVID J 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2018 

7/17/1986 

HALL, JANEEN P 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

6/2/2018 

11/16/1981 

HALL, JOHN E 

CAPTAIN (EMT) 

ENGINE 11 

TERMINATED 

11/17/2016 

2/17/1987 

HALLMAN, DAVID L 

ENGINEER (EMT) 

EXTENDED MEDICAL 

TERMINATED 

11/28/2018 

11/1/1986 

HALL, MICHAEL J 

LIEUTENANT 

TRUCK 35 

TERMINATED 

11/20/2015 

2/15/1980 

HAMBURG, GERALD D 

CAPTAIN (EMT) 

RESCUE TRUCK 5 

TERMINATED 

11/30/2014 

2/20/1980 

HAMILL, ARTHUR J 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

11/30/2015 

10/16/1995 

HAMPTON, RONALD 

FIREFIGHTER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

8/21/2015 

7/16/1986 

HANDS, LAVELLE D 

FIREFIGHTER 

PUBLIC EDUCATION 

TERMINATED 

1/16/2018 

5/2/1988 

HANKINS, WAYNE 

ENGINEER 

EXTENDED MEDICAL 

TERMINATED 

11/30/2015 

11/1/1986 
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HANNON, JAMES B 

BATTALION CHIEF(EMT) 

BATTALION 9 

TERMINATED 

11/7/2017 

2/20/1980 

HANNON, MICHELLE 

FF ARB. AWARD(PAR) 

MIDWAY 

TERMINATED 

7/30/2015 

7/18/1988 

HANSEN, PETER E 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

2/17/2015 

2/20/1985 

HANSON, MARYANN 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2015 

9/1/1977 

HARDAMAN, TERRENCE LIEUTENANT (EMT) 

DETACHED SERVICES 

TERMINATED 

12/6/2016 

12/1/1988 

HARDING, JOHN D 

PARAMEDIC FIELD CHIEF 

EMS 4-5-2 

TERMINATED 

11/30/2018 

12/13/1978 

HARDIN, MICHAEL 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2015 

2/1/1982 

HARDY, DUMAS W 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

7/31/2014 

12/1/1994 

HARMON, TIMOTHY F 

LIEUTENANT (EMT) 

TRUCK 25 

TERMINATED 

4/22/2018 

12/3/1990 

HARPER, CHARLOTTEL 

CLERK IV 

PERSONNEL 

TERMINATED 

7/31/2015 

5/1/1987 

HARPER, RUSSELL 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2018 

2/18/1980 

HARPER, WILLIAM 

ADMINISTRATIVE ASST III 

TRAINING 

TERMINATED 

10/31/2018 

6/19/1987 

HARRINGTON, LYNN C 

ADMINISTRATIVE ASST II 

FIELD DIVISION NORTH 

TERMINATED 

12/31/2015 

8/1/1985 

HARRIS, ARTHUR V 

FIREFIGHTER (EMT) 

FIRE INVESTIGATION 

TERMINATED 

11/30/2018 

11/1/1986 

HARRIS, DANNY 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

11/30/2016 

11/1/1986 

HARRIS, DENNIS S 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

4/25/2017 

2/17/1987 

HARRIS, VICTOR L 

FIREFIGHTER 

TRUCK 56 

TERMINATED 

11/27/2016 

2/17/1987 

HART, BUFORD R 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 56 

TERMINATED 

4/18/2015 

4/3/1995 

HARTWIG, DAVID L 

CAPTAIN (EMT) 

ENGINE 83 

TERMINATED 

10/16/2018 

10/1/1991 

HATFIELD, GARY J 

LIEUTENANT (EMT) 

TRUCK 30 

TERMINATED 

11/21/2014 

2/21/1980 

HAVRANEK, WILLIAM J 

ENGINEER (EMT) 

ENGINE 119 

TERMINATED 

11/28/2018 

10/1/1991 

HAYES, BILLY W 

BATTALION CHIEF 

FPBWEST 

TERMINATED 

11/16/2015 

2/16/1985 

HAYNES, LAWRENCE A 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

10/8/2018 

5/2/1987 

HEALYJR, GEORGE R 

BATTALION CHIEF(EMT) 

BATTALION 6 

TERMINATED 

11/19/2018 

12/1/1977 

HEALY, THOMAS M 

LIEUTENANT (EMT) 

ENGINE 73 

TERMINATED 

11/26/2018 

5/1/1990 

HEARD, KIMBERLY 

PARAMEDIC IN CHARGE 

MARC 

TERMINATED 

12/18/2017 

7/16/1990 

HEIBERGER, ROBERT R 

FIREFIGHTER 

ENGINE 10 

TERMINATED 

10/22/2016 

10/16/1995 

HEINRICH, THOMAS L 

PARAMEDIC IN CHARGE 

EXTENDED MEDICAL 

TERMINATED 

5/2/2014 

3/16/1995 

HELM, MICHAELG 

FIREFIGHTER 

ENGINE 108 

TERMINATED 

11/30/2017 

11/1/1988 

HELMOLD, KEVIN M 

LIEUTENANT (PAR) 

ENGINE 50 

TERMINATED 

11/25/2018 

7/16/1986 

HERBERG, RUSSELLT 

FF ARB. AWARD(PAR) 

SUPPORT SERVICES 

TERMINATED 

11/30/2016 

3/3/1987 

HERLING, TIMOTHY 

LIEUTENANT 

TRUCK 55 

TERMINATED 

11/16/2017 

1/2/1980 

HERRERA, ROBERTOM 

FIREFIGHTER 

TRUCK 32 

TERMINATED 

11/30/2016 

11/1/1986 

HERRING, RONNIE 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

11/30/2017 

11/1/1988 

HESSBERGER, LOUIS J 

FIREFIGHTER 

TRUCK 31 

TERMINATED 

11/25/2016 

10/16/1995 
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HICKS, KEVIN M 

CAPTAIN (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2018 

7/16/1986 

HICKS, TIMOTHY B 

LIEUTENANT 

TRUCK 24 

TERMINATED 

11/28/2017 

2/17/1987 

HIDALGO, GEORGE 

FIREFIGHTER 

TRUCK 13 

TERMINATED 

11/8/2018 

11/1/1988 

HIGGINS, PATRICK E 

FIREFIGHTER-EMTfRECRU CANDIDATE TRAINING 

TERMINATED 

4/12/2016 

11/16/2015 

HILL, RONALD G 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/12/2017 

11/1/1989 

HODGE, JONATHAN D 

FF ARB. AWARD(PAR) 

ENGINE 102 

TERMINATED 

3/16/2016 

3/3/1987 

HODGEN, WESLEY J 

FIREFIGHTER 

ENGINE 71 

TERMINATED 

11/2/2018 

2/2/1998 

HOEH, JOHN P 

PARAMEDIC 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2018 

3/3/1987 

HOFFELT, MICHAEL G 

LIEUTENANT (PAR) 

ENGINE 91 

TERMINATED 

11/30/2016 

3/17/1980 

HOFMANN, JOYCE D 

PARAMEDIC FIELD CHIEF 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2016 

8/17/1981 

HOLMAN, DANIEL G 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

9/17/2014 

9/16/2014 

HOLUBIK, DAVID C 

LIEUTENANT (EMT) 

ENGINE 99 

TERMINATED 

11/23/2014 

2/16/1985 

HOLUBIK, JOHN G 

BATTALION CHIEF(EMT) 

BATTALION 2 

TERMINATED 

11/30/2017 

5/1/1990 

HOLZMAN, DANIEL P 

FIREFIGHTER 

TRUCK 58 

TERMINATED 

12/20/2014 

11/1/1989 

HOOKER, JUAN T 

ENGINEER (EMT) 

ENGINE 72 

TERMINATED 

11/19/2014 

11/1/1989 

HOOPER, LEE 

CAPTAIN (EMT) 

TRUCK 30 

TERMINATED 

11/30/2017 

7/16/1986 

HOPPENRATH, KATIE 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

1/20/2017 

4/3/2006 

HORIST, MICHAELS 

LIEUTENANT (EMT) 

TRUCK 47 

TERMINATED 

11/6/2018 

11/1/1986 

HORTON, JUAN 1 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

10/10/2017 

2/16/1985 

HORTON, LON E 

LIEUTENANT (EMT) 

ENGINE 4 

TERMINATED 

11/4/2015 

9/1/1993 

HOSHELL, JEFFREY N 

FIREFIGHTER 

TRUCK 28 

TERMINATED 

11/22/2014 

1/2/1980 

HOULIHAN, PETER J 

PARAMEDIC 

ALS AMBULANCE 31 

TERMINATED 

12/31/2014 

3/3/1987 

HOVANEC, GREGORYG 

FIREFIGHTER (EMT) 

TRUCK 60 

TERMINATED 

11/24/2017 

2/18/1980 

HOWARD, BRYAN E 

FIREFIGHTER 

HAZINC TEAM 5-1-2 

TERMINATED 

11/28/2018 

11/1/1989 

HOWARD, JOHN J 

LIEUTENANT 

LEAVE OF ABSENCE 

TERMINATED 

11/24/2018 

2/20/1980 

HOWARD, LARRY B 

DISTRICT CHIEF 

SPECIAL OPERATIONS 

TERMINATED 

10/26/2016 

10/16/1978 

HOWARD, LAUREN 

CAPTAIN 

LEAVE OF ABSENCE 

TERMINATED 

4/15/2015 

2/18/1980 

HOWELL, SHEILA M 

PARAMEDIC 

ALS AMBULANCE 36 

TERMINATED 

12/11/2015 

6/16/2015 

HOWE, THOMAS M 

LIEUTENANT (PAR) 

LEAVE OF ABSENCE 

TERMINATED 

5/30/2018 

8/17/1977 

HUDSON, SYLVESTER 

FIREFIGHTER (EMT) 

FIRE BOAT 

TERMINATED 

8/31/2014 

11/1/1986 

HUELS, JOLYNN M 

AMBULANCE COMMANDEF 

LEAVE OF ABSENCE 

TERMINATED 

12/31/2015 

2/16/1983 

HULL, KARLA 

FIREFIGHTER 

TRUCK 44 

TERMINATED 

12/9/2016 

12/3/1990 

HUNTER, JERALD 

BATTALION CHIEF(EMT) 

EXTENDED MEDICAL 

TERMINATED 

11/30/2017 

2/1/1983 

HUNTER, JEROME 

LIEUTENANT (EMT) 

ENGINE 107 

TERMINATED 

11/7/2017 

2/1/1982 

HUNTINGTON, STEVE M 

FIREFIGHTER 

SQUAD 5 

TERMINATED 

11/24/2017 

2/16/1985 
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HURST, ROBERT G 

FIREFIGHTER (EMT) 

ENGINE 81 

TERMINATED 

11/10/2018 

11/1/2002 

IBATA, RICHARD A 

PARAMEDIC FIELD CHIEF 

LEAVE OF ABSENCE 

TERMINATED 

4/19/2015 

4/15/1976 

IRBY, DEKELL 

FIREFIGHTER-EMTfRECRU CANDIDATE TRAINING 

TERMINATED 

5/26/2018 

5/16/2018 

IRELAND, JAMES E 

LIEUTENANT (EMT) 

EXTENDED MEDICAL 

TERMINATED 

12/6/2016 

12/3/1990 

IVACK, JERRY A 

CAPTAIN (EMT) 

ENGINE 70 

TERMINATED 

10/19/2018 

10/1/1991 

IVANCICH, JOHN M 

FIREFIGHTER 

TRUCK 49 

TERMINATED 

10/16/2015 

10/10/1978 

JABLONOWSKI, JAMES f BATTALION CHIEF(EMT) 

BATTALION 2 

TERMINATED 

11/26/2016 

2/22/1980 

JACINTO, HENRY 

ENGINEER (EMT) 

ENGINE 11 

TERMINATED 

12/31/2014 

2/20/1980 

JACKSON, CHARLES 

PARAMEDIC 

ALS AMBULANCE 16 

TERMINATED 

12/29/2015 

12/1/1989 

JACKSON, JOHN C 

FIREFIGHTER 

ENGINE 126 

TERMINATED 

3/10/2016 

3/3/1987 

JACKSON JR, WILLIAM K FIREFIGHTER 

2-7-1 COMMAND VAN 

TERMINATED 

1/4/2015 

10/16/1995 

JACKSON, ROBERT 

ENGINEER (EMT) 

ENGINE 120 

TERMINATED 

11/30/2018 

7/16/1986 

JAIMEZ, MOISES 

FIREFIGHTER (EMT) 

TRUCK 38 

TERMINATED 

8/22/2017 

3/17/2014 

JAKOVEC, KEVIN K 

FIREFIGHTER 

TRUCK 55 

TERMINATED 

4/16/2014 

2/1/1982 

JANIA, JEROME M 

PARAMEDIC 

LEAVE OF ABSENCE 

TERMINATED 

7/31/2014 

4/1/1982 

JANIGA, JOHN J 

FIREFIGHTER 

TRUCK 20 

TERMINATED 

11/30/2018 

8/3/1987 

JANOZIK, ROBERT C 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/16/2017 

11/16/1978 

JANSKY, ARTHURS 

CAPTAIN (EMT) 

TRUCK 6 

TERMINATED 

3/7/2018 

12/1/1992 

JANTZ, EDMUND J 

CAPTAIN (EMT) 

ENGINE 26 

TERMINATED 

11/25/2016 

2/19/1980 

JANUSZ, PHILLIP L 

PARAMEDIC IN CHARGE 

EMS SOUTH RELIEF 

TERMINATED 

3/2/2016 

11/23/2009 

JEFFRIES, MICHAEL C 

FIREFIGHTER-EMT(RECRU CANDIDATE TRAINING 

TERMINATED 

10/27/2016 

8/1/2016 

JIMENEZ, LUIS 

CAPTAIN (EMT) 

ENGINE 57 

TERMINATED 

12/14/2014 

2/18/1980 

JOBE, MICHAEL 

LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

1/7/2018 

5/1/1990 

JOHNSON, CARL P 

FIREFIGHTER 

TRUCK 45 

TERMINATED 

6/23/2014 

5/2/1988 

JOHNSON, CRAIG A 

FIREFIGHTER 

SUPPORT SERVICES 

TERMINATED 

11/30/2018 

5/1/1990 

JOHNSON, DAVID R 

FIREFIGHTER 

TRUCK 6 

TERMINATED 

12/30/2014 

7/16/1986 

JOHNSON, JAMES A 

FIREFIGHTER 

TRUCK 50 

TERMINATED 

11/28/2017 

5/1/1990 

JOHNSON, JANICE H 

LIEUTENANT (EMT) 

FPB CENTRAL 

TERMINATED 

11/30/2017 

5/1/1990 

JOHNSON, JIMMY L 

BATTALION CHIEF(EMT) 

BATTALION 16 

TERMINATED 

10/8/2017 

7/16/1986 

JOHNSON, NEALT 

LIEUTENANT (EMT) 

EXTENDED MEDICAL 

TERMINATED 

12/6/2014 

11/1/1989 

JOHNSON, PAUL 

ENGINEER (EMT) 

RESCUE TRUCK 10 

TERMINATED 

11/25/2018 

2/20/2001 

JOHNSON, ROBERTL 

PARAMEDIC 

LEAVE OF ABSENCE 

TERMINATED 

7/2/2018 

2/16/1983 

JOHNSON, STEVE 

COMMANDER 

FIRE PREVENTION BUREAU 

TERMINATED 

12/30/2017 

12/1/1988 

JOLLY, MOSES 

ENGINEER (EMT) 

RESCUE TRUCK 7 

TERMINATED 

12/10/2014 

12/1/1992 

JONES, GORDON A 

FIRE MARSHAL(EMT) 

FIRE INVESTIGATION 

TERMINATED 

3/5/2016 

11/1/2005 
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JONES, LEROY F 

FIREFIGHTER 

FPB SOUTH 

TERMINATED 

11/19/2018 

11/1/1986 

JONES, MARK E 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

9/26/2014 

8/1/2014 

JOYCE, JOHN P 

LIEUTENANT (EMT) 

TRUCK 28 

TERMINATED 

7/7/2016 

2/17/1987 

JOYCE, ROBERT F 

LIEUTENANT (EMT) 

ENGINE 79 

TERMINATED 

11/30/2014 

9/4/1979 

JOYCE, THOMAS M 

LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

4/30/2018 

2/18/1980 

JUGOVICH, RONALD M 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

11/25/2018 

12/3/1990 

KALICKY, THOMAS A 

AMBULANCE COMMANDEF 

DETACHED SERVICES 

TERMINATED 

2/20/2018 

1/1/1996 

KALLIS, DEAN R 

PARAMEDIC 

ALS AMBULANCE 2 

TERMINATED 

11/16/2017 

7/18/1988 

KALTER, CAROLEE B 

PIC(TRAINING INSTRUCT) 

MARC 

TERMINATED 

5/31/2017 

4/1/1993 

KAMMIER, EILEEN M 

FIREFIGHTER (EMT) 

ENGINE 76 

TERMINATED 

12/24/2018 

10/1/1991 

KANE, LAWRENCE P 

BATTALION CHIEF(EMT) 

BATTALION 23 

TERMINATED 

11/28/2017 

2/17/1987 

KAPPEL, RAYMOND S 

ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2014 

2/1/1983 

KARP, ANTHONY M 

ENGINEER (EMT) 

ENGINE 22 

TERMINATED 

12/31/2015 

2/17/1987 

KAVANAUGH II, TIMOTH'PARAMEDIC 

ALS AMBULANCE 50 

TERMINATED 

1/13/2015 

8/1/2014 

KEAG, DOUGLAS A 

ENGINEER (EMT) 

DISTRICT 3 RELIEF 

TERMINATED 

12/26/2014 

2/2/1998 

KEATING, EDWARD 

LIEUTENANT (EMT) 

ENGINE 84 

TERMINATED 

11/28/2018 

2/19/1980 

KEATING, MARY ANNE 

STAFF ASSISTANT 

FIRE PREVENTION BUREAU 

TERMINATED 

8/31/2017 

3/16/1995 

KEHOE, PATRICK J 

DISTRICT CHIEF 

LEAVE OF ABSENCE 

TERMINATED 

11/20/2017 

3/31/1975 

KELLEY, MICHAEL A 

FIREFIGHTER 

ENGINE 15 

TERMINATED 

12/5/2017 

12/1/1994 

KELLY, DEAN P 

ENGINEER (EMT) 

ENGINE 102 

TERMINATED 

11/27/2016 

2/15/1980 

KELLY, JAMES P 

BATTALION CHIEF(EMT) 

BATTALION 12 

TERMINATED 

11/25/2016 

10/10/1978 

KENDA, JOHN 

FIREFIGHTER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

7/2/2015 

2/20/1980 

KENNEDY, THOMAS G 

BATTALION CHIEF(EMT) 

BATTALION 16 

TERMINATED 

11/30/2014 

9/4/1979 

KENNELLY, KEVIN F 

BATTALION CHIEF(EMT) 

BATTALION 20 

TERMINATED 

5/20/2018 

2/20/1980 

KERLEY, RICHARD A 

PARAMEDIC 

ALS AMBULANCE 25 

TERMINATED 

2/24/2017 

4/3/1995 

KERNEY, WILLIAM R 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

11/17/2017 

6/23/1975 

KERN, WILLIAM C 

ENGINEER 

ENGINE 106 

TERMINATED 

12/6/2017 

12/1/1988 

KERR, PATRICK D 

FIREFIGHTER 

ENGINE 101 

TERMINATED 

6/18/2015 

10/16/1995 

KESTLER, WILLIAM M 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2014 

2/15/1980 

KEYS, PATRICK L 

FIREFIGHTER 

TRUCK 7 

TERMINATED 

11/24/2017 

8/3/1987 

KICHURA, EDWARD M 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

3/22/2014 

10/16/1978 

KIEFER, ALFRED J 

BATTALION CHIEF(EMT) 

BATTALION 12 

TERMINATED 

10/19/2018 

7/16/1986 

KIEL, BRUCE A 

CAPTAIN (EMT) 

ENGINE 14 

TERMINATED 

6/18/2017 

2/19/1980 

KIERYS, STEVEN 

BATTALION CHIEF 

BATTALION 18 

TERMINATED 

11/30/2014 

2/18/1980 

KING, MICHAEL 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

10/24/2016 

2/19/1980 
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KINNERK JR, JOSEPH J 

LIEUTENANT 

TRUCK 27 

TERMINATED 

11/17/2018 

7/16/1986 

KINSELLA, JOSEPH D 

AMBULANCE COMMANDEF 

ALS AMBULANCE 48 

TERMINATED 

1/31/2018 

1/20/1998 

KINSELLA, RYNEW 

FIREFIGHTER-EMTfRECRU ENGINE 86 

TERMINATED 

6/6/2018 

8/1/2016 

KINZIE, WAYNE R 

LIEUTENANT (PAR) 

TRUCK 9 

TERMINATED 

11/30/2018 

7/16/1986 

KIRKLEY, KEVIN A 

PARAMEDIC FIELD CHIEF 

EMS 4-5-1 

TERMINATED 

7/28/2018 

10/18/1982 

KITOWSKI, RONALD G 

CAPTAIN (EMT) 

ENGINE 104 

TERMINATED 

11/30/2018 

10/1/1991 

KLASEK, JAYL 

ENGINEER (EMT) 

ENGINE 29 

TERMINATED 

3/28/2016 

10/1/1997 

KLITA, MICHAEL P 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

10/9/2014 

8/18/2014 

KNAPEREK, DAVID A 

FIREFIGHTER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

5/29/2017 

8/6/2001 

KNAPP, JERRY H 

BATTALION CHIEF(EMT) 

SAFETY 

TERMINATED 

11/30/2016 

8/3/1987 

KNEZEVICH, ANTONIO 

LIEUTENANT (EMT) 

ENGINE 50 

TERMINATED 

10/18/2015 

2/1/1983 

KNIGHTLY, PATRICK J 

BATTALION CHIEF(EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/7/2016 

2/19/1980 

KNOX, SYLVESTER 

DISTRICT CHIEF 

LEAVE OF ABSENCE 

TERMINATED 

11/7/2016 

2/19/1980 

KODATT, KENNETH E 

CAPTAIN (EMT) 

ENGINE 84 

TERMINATED 

11/30/2018 

12/1/1988 

KOERTGEN, TIMOTHY J 

CAPTAIN 

EXTENDED MEDICAL 

TERMINATED 

11/20/2017 

2/20/1980 

KONCHAR, MARYKAY 

PARAMEDIC FIELD CHIEF 

EMS 4-5-6 

TERMINATED 

12/2/2014 

10/18/1982 

KOOISTRA, ANDREW B 

LIEUTENANT (EMT) 

ENGINE 65 

TERMINATED 

12/31/2017 

12/1/1988 

KOVATS, WILLIAM L 

FF ARB. AWARD(PAR) 

ENGINE 10 

TERMINATED 

11/28/2017 

3/3/1987 

KOWAL, WILLIAM F 

CAPTAIN (EMT) 

ENGINE 34 

TERMINATED 

11/30/2018 

12/1/1988 

KOZIOL, DAVID A 

LIEUTENANT (EMT) 

RESCUE TRUCK 10 

TERMINATED 

11/17/2018 

5/2/1988 

KRAHN, KEVIN F 

BATTALION CHIEF(EMT) 

BATTALION 14 

TERMINATED 

11/5/2017 

2/22/1980 

KRAMER, GREGORY M 

PARAMEDIC 

LEAVE OF ABSENCE 

TERMINATED 

1/11/2018 

9/16/2014 

KRAMER, RICHARD C 

FIREFIGHTER 

TRUCK 27 

TERMINATED 

12/27/2017 

12/1/1992 

KRASNECK, KEVIN J 

BATTALION CHIEF(EMT) 

BATTALION 16 

TERMINATED 

11/27/2016 

11/1/1986 

KRASON, STEVEN F 

FF/ARBIT AWARD (EMT) 

ENGINE 119 

TERMINATED 

3/31/2018 

3/1/1991 

KRAVITZ, HOWARD J 

AMBULANCE COMMANDEF 

ALS AMBULANCE 12 

TERMINATED 

11/30/2014 

5/20/1981 

KROGSTAD, MORTON J 

LIEUTENANT 

LEAVE OF ABSENCE 

TERMINATED 

3/22/2014 

3/1/1977 

KROLICKI, MICHAEL 

LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/3/2016 

2/19/1980 

KRUPA, RAYMOND P 

FIREFIGHTER 

TRUCK 32 

TERMINATED 

11/30/2017 

2/17/1987 

KRUPP, ROBERT 

FIREFIGHTER (EMT) 

ENGINE 11 

TERMINATED 

6/16/2014 

12/1/1999 

KRZECZOWSKI, JAMES / ENGINEER 

ENGINE 15 

TERMINATED 

12/21/2015 

5/2/1988 

KUBER, RANDALLK 

FIREFIGHTER 

SUPPORT SERVICES 

TERMINATED 

11/10/2014 

5/2/1988 

KULINSKI, CASEY P 

PARAMEDIC 

ALS AMBULANCE 2 

TERMINATED 

11/25/2017 

5/20/1981 

KULL, JAMES R 

FIREFIGHTER 

TRUCK 33 

TERMINATED 

11/23/2018 

7/18/1994 

KURCAB, GREGORY M 

BATTALION CHIEF(EMT) 

BATTALION 14 

TERMINATED 

11/28/2018 

7/16/1986 


Page17 of 36 



































































































































Full Name (L F M) 

Job Title 

Work Location 

Employee Status 

Separation Date 

Hire Date 

KURYSZ, TOM J 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

9/1/2017 

11/1/2002 

KUSSMANN, DONALDJ 

LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2018 

3/1/1980 

KUYKENDALL, GARY E 

BATTALION CHIEF(EMT) 

BATTALION 13 

TERMINATED 

11/30/2017 

2/17/1987 

KWASNY, RICHARD 

ENGINEER (EMT) 

ENGINE 117 

TERMINATED 

11/25/2016 

3/1/1980 

LABONTE, WILLIAM R 

FIREFIGHTER/PARAMEDIC 

ENGINE 10 

TERMINATED 

11/28/2018 

3/1/1991 

LACHOWICZ, THEODORI FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

3/4/2016 

2/17/1987 

LACY, LEMUEL Q 

ENGINEER 

ENGINE 97 

TERMINATED 

6/16/2018 

3/16/1998 

LAMM, ALAN J 

LIEUTENANT 

ENGINE 99 

TERMINATED 

11/28/2016 

2/17/1987 

LA PORTA, JOHN M 

LIEUTENANT 

TRUCK 31 

TERMINATED 

11/23/2016 

7/16/1986 

LARSEN, JEFFREYP 

PARAMEDIC FIELD CHIEF 

EMS 4-5-3 

TERMINATED 

11/25/2017 

4/1/1982 

LATHAM, BILLY D 

LIEUTENANT (EMT) 

RESCUE TRUCK 9 

TERMINATED 

11/2/2014 

10/1/1991 

LAZAROJR, JAVIER 

FIREFIGHTER-EMT(RECRU TRUCK 44 

TERMINATED 

7/6/2017 

4/4/2016 

LAZZARA, KATHARINE IV 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

6/18/2015 

8/18/2014 

LEAHY, DAVID 

BATTALION CHIEF(EMT) 

BATTALION 8 

TERMINATED 

11/30/2017 

3/5/1980 

LEAHY, THOMAS P 

BATTALION CHIEF(EMT) 

BATTALION 7 

TERMINATED 

11/22/2016 

2/14/1980 

LEE, GREGORY J 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

12/30/2017 

12/1/1988 

LEFTRIDGE, LLOYD W 

ENGINEER 

ENGINE 93 

TERMINATED 

4/15/2015 

2/20/1980 

LEHNER, FRANKM 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

11/4/2016 

11/1/1986 

LEIN, TERRENCE A 

CAPTAIN (EMT) 

TRUCK 17 

TERMINATED 

11/27/2018 

11/1/1989 

LELAND, DANIEL 

CAPTAIN (EMT) 

EXTENDED MEDICAL 

TERMINATED 

11/17/2018 

11/1/1986 

LEONARD, JOHN M 

LIEUTENANT (EMT) 

EXTENDED MEDICAL 

TERMINATED 

1/20/2015 

2/14/1980 

LEONARD, THOMAS J 

LIEUTENANT (EMT) 

ENGINE 84 

TERMINATED 

11/30/2018 

11/1/1986 

LESHER, PAMELA L 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

12/29/2014 

3/16/1990 

LESHER, PHILIP 

FIREFIGHTER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

9/13/2016 

2/20/1980 

LEVENTOPOULOS, ROBI PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

4/25/2018 

3/19/2018 

LEVISON, MARC H 

PARAMEDIC FIELD CHIEF 

EMS 4-5-2 

TERMINATED 

7/6/2017 

7/1/1976 

LEWIS, EDWARD A 

LIEUTENANT (EMT) 

DETACHED SERVICES 

TERMINATED 

7/31/2018 

8/3/1987 

LEWIS, RONALD 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

11/7/2014 

2/18/1980 

LEWIS, VINCENT 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 25 

TERMINATED 

11/29/2017 

7/18/1988 

LEXSEE, JAMES R 

ENGINEER (EMT) 

ENGINE 28 

TERMINATED 

8/19/2014 

12/1/1988 

LIMBEROPOULOS, JOHN 

FIREFIGHTER 

MIDWAY 

TERMINATED 

11/27/2017 

3/17/1980 

LIMBEROPOULOS, VER/> PARAMEDIC IN CHARGE 

ALS AMBULANCE 59 

TERMINATED 

12/12/2018 

6/17/1996 

LINDO, MARCO 1 

FIREFIGHTER 

MIDWAY 

TERMINATED 

11/30/2016 

9/1/1993 

LINEHAN, HEATHER A 

AMBULANCE COMMANDEF ALS AMBULANCE 59 

TERMINATED 

11/30/2016 

5/20/1981 

LINSE, MARK J 

PARAMEDIC FIELD CHIEF 

EMS 4-5-7 

TERMINATED 

3/4/2015 

3/3/1987 
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LIVERMORE, BRIAN M 

FIREFIGHTER 

TRUCK 17 

TERMINATED 

12/19/2016 

10/1/1996 

LIVINGSTON, JENNIFER 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

11/20/2014 

8/1/2014 

LOBIANCO, MICHAEL 

BATTALION CHIEF(EMT) 

BATTALION 6 

TERMINATED 

11/17/2015 

1/2/1980 

LOGAN, WILLIAM J 

LIEUTENANT (PAR) 

TOWER LADDER 14 

TERMINATED 

4/4/2015 

2/1/1978 

LOHR, CHRISTOPHE L 

FF ARB. AWARD(PAR) 

ENGINE 64 

TERMINATED 

3/16/2015 

11/18/1991 

LOMAX, DON DIEGO R 

FIREFIGHTER 

MIDWAY 

TERMINATED 

11/30/2018 

11/1/1989 

LONA, RICHARD A 

FIREFIGHTER 

ENGINE 34 

TERMINATED 

11/25/2018 

7/18/1994 

LONERGAN, LAWRENCE 

CAPTAIN (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2017 

2/18/1980 

LOPER, CHRISTOPHER! 

LIEUTENANT 

TRUCK 32 

TERMINATED 

11/20/2014 

9/4/1979 

LOPER, DAVID A 

BATTALION CHIEF(EMT) 

OPERATIONS HQ RELIEF 

TERMINATED 

7/17/2017 

5/1/1990 

LOPEZ, JUAN 

FIREFIGHTER 

CANDIDATE TRAINING 

TERMINATED 

5/22/2014 

3/17/2014 

LOPEZ, JUANC 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

11/21/2017 

5/2/1988 

LOPEZ, MANUEL 

LIEUTENANT 

TRUCK 60 

TERMINATED 

11/16/2015 

2/19/1980 

LOPEZ, MICHAEL J 

PARAMEDIC FIELD CHIEF 

EMS 4-5-7 

TERMINATED 

11/30/2017 

2/16/1985 

LOPEZ, ROBERTO 

AMBULANCE COMMANDEF ALS AMBULANCE 54 

TERMINATED 

11/30/2015 

3/16/1982 

LOPEZ, RONIE 

FIREFIGHTER (EMT) 

ENGINE 32 

TERMINATED 

7/20/2015 

10/16/2001 

LOPRESTI, JAMES M 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

11/30/2018 

10/16/1995 

LOVE III, ROBERT J 

CAPTAIN (EMT) 

TRUCK 40 

TERMINATED 

11/30/2016 

11/1/1986 

LOZANO, VINCENT D 

FIREFIGHTER 

ENGINE 109 

TERMINATED 

11/30/2015 

11/1/1988 

LUCAS, ROBERTJ 

BATTALION CHIEF 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2017 

7/16/1977 

LUCCHESI, JAMES M 

ENGINEER (EMT) 

RESCUE TRUCK 6 

TERMINATED 

9/4/2016 

2/1/1983 

LUEDTKE, ROGER R 

CAPTAIN 

ENGINE 127 

TERMINATED 

6/5/2014 

3/1/1980 

LUGA, THEODORE A 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

5/5/2014 

11/16/1978 

LUKACS, HENRYJ 

FF ARB. AWARD(PAR) 

TOWER LADDER 63 

TERMINATED 

11/29/2016 

7/16/1990 

LYMAN, GLEN P 

BATTALION CHIEF(PAR) 

OPERATIONS HQ RELIEF 

TERMINATED 

11/30/2018 

4/1/1982 

LYON, HOWARD W 

FF ARB. AWARD(PAR) 

LEAVE OF ABSENCE 

TERMINATED 

6/17/2016 

6/17/1996 

LYONS, JAMES D 

BATTALION CHIEF(EMT) 

BATTALION 2 

TERMINATED 

11/21/2017 

5/2/1988 

MAAYTEH, GEORGE A 

LIEUTENANT (EMT) 

SUPPORT SERVICES 

TERMINATED 

11/30/2016 

11/1/1986 

MACON, ANDREA 

LIEUTENANT 

ENGINE 1 

TERMINATED 

11/14/2016 

7/16/1986 

MADDEN, WILLIAM M 

CAPTAIN (EMT) 

EXTENDED MEDICAL 

TERMINATED 

11/30/2014 

2/16/1985 

MAH, WALTER J 

FIREFIGHTER/PARAMEDIC 

ENGINE 19 

TERMINATED 

7/14/2014 

4/1/1993 

MAJKA, JOHN T 

LIEUTENANT (EMT) 

EXTENDED MEDICAL 

TERMINATED 

11/30/2015 

11/1/1986 

MALACINA, JAMES M 

FIREFIGHTER 

ENGINE 92 

TERMINATED 

11/4/2016 

5/2/1988 

MALANDRUCCOLO, GAF LIEUTENANT (EMT) 

TRUCK 22 

TERMINATED 

12/5/2017 

12/3/1990 

MANCHESTER, JOHNC 

CAPTAIN (EMT) 

ENGINE 38 

TERMINATED 

7/14/2017 

8/3/1987 
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MANGAN, MARK R 

BATTALION CHIEF(EMT) 

OPERATIONS HQ RELIEF 

TERMINATED 

11/30/2017 

5/2/1988 

MANSOUR, ZOOIE 

FIREFIGHTER 

TRUCK 31 

TERMINATED 

11/29/2016 

2/17/1987 

MARKEY, SHANNON M 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

5/27/2015 

4/1/2015 

MARK, MICHAEL A 

BATTALION CHIEF(EMT) 

BATTALION 8 

TERMINATED 

11/30/2018 

11/14/1986 

MARLO, THOMAS M 

LIEUTENANT 

TRUCK 53 

TERMINATED 

11/30/2018 

2/17/1987 

MARO, MARIE E 

PARAMEDIC 

ALS AMBULANCE 59 

TERMINATED 

3/31/2015 

3/1/1991 

MARQUARDT, JOAN M 

PARAMEDIC 

ALS AMBULANCE 17 

TERMINATED 

11/19/2018 

7/16/1986 

MARRERO, WILLIAM 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

3/9/2018 

7/16/1977 

MARSHALL, AMOS M 

FIREFIGHTER (EMT) 

TRUCK 53 

TERMINATED 

12/5/2017 

12/1/1994 

MARSHALL, HOYLE D 

BATTALION CHIEF(EMT) 

BATTALION 24 

TERMINATED 

11/21/2017 

7/16/1986 

MARSHALL, WILLIAM C 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

7/12/2016 

10/1/1991 

MARTINEZ, ALAN F 

FIREFIGHTER (EMT) 

TRUCK 58 

TERMINATED 

11/30/2017 

11/1/1988 

MARTINEZ, JOSEPH 

ENGINEER 

ENGINE 125 

TERMINATED 

11/15/2015 

11/1/1986 

MARTINEZ, RICHARD T 

FIREFIGHTER 

ENGINE 129 

TERMINATED 

10/10/2015 

3/4/1997 

MARTINEZ, VICTOR M 

LIEUTENANT (EMT) 

ENGINE 46 

TERMINATED 

11/22/2017 

2/18/1980 

MARTIN, ROBERT J 

CAPTAIN (EMT) 

TRUCK 49 

TERMINATED 

11/30/2014 

2/19/1980 

MARTIN, WILLIAM J 

PARAMEDIC 

ALS AMBULANCE 59 

TERMINATED 

11/9/2014 

4/1/1982 

MARTOCCIA, ROCCOC 

FIREFIGHTER 

TRUCK 9 

TERMINATED 

11/25/2016 

10/1/1997 

MATTHEWS, DONALD J 

ENGINEER (EMT) 

ENGINE 50 

TERMINATED 

11/24/2017 

11/1/1986 

MATTHEWS, RICKY 

LIEUTENANT (EMT) 

ENGINE 80 

TERMINATED 

11/4/2015 

2/16/1985 

MATUSZAK, DAVID A 

PARAMEDIC 

EXTENDED MEDICAL 

TERMINATED 

2/3/2017 

7/16/1990 

MAYDEN, RENEE 

ASST DIR FINANCE 

FINANCE & FISCAL MANAGEMENT 

TERMINATED 

10/31/2018 

8/16/1990 

MAYNOR, ADAMT 

FIREFIGHTER 

FIRE PREVENTION BUREAU 

TERMINATED 

11/28/2017 

8/3/1987 

MC AULIFFE, DANIEL J 

CAPTAIN (EMT) 

ENGINE 123 

TERMINATED 

11/22/2014 

2/20/1980 

MCAULIFFE, KEVIN G 

PARAMEDIC 

ALS AMBULANCE 17 

TERMINATED 

12/2/2014 

3/16/1990 

MCCANN, FRANCIS R 

CAPTAIN (EMT) 

ENGINE 49 

TERMINATED 

8/6/2015 

1/2/1980 

MCCARTHY, MAUREEN 1 FIREFIGHTER (EMT) 

2-7-1 COMMAND VAN 

TERMINATED 

11/3/2017 

9/1/1993 

MCCAULEY, LORRAINE 

PARAMEDIC IN CHARGE 

DETACHED SERVICES 

TERMINATED 

11/30/2016 

7/18/1988 

MCCLINTON, CHERYL D 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

6/23/2015 

6/16/2015 

MCCLORY, MICHAEL 

ENGINEER (EMT) 

FIRE BOAT 

TERMINATED 

10/9/2018 

2/1/1983 

MCCOLLAM, JOHN P 

CAPTAIN 

ENGINE 115 

TERMINATED 

11/26/2017 

11/1/1986 

MCCORMACK, THOMAS 

BATTALION CHIEF 

BATTALION 17 

TERMINATED 

11/27/2018 

11/1/1988 

MCCULLOUGH, WAYNE 

ENGINEER (EMT) 

RESCUE TRUCK 4 

TERMINATED 

12/7/2018 

11/1/1989 

MCDONAGH, DANIEL T 

CAPTAIN (EMT) 

ENGINE 35 

TERMINATED 

11/30/2018 

11/1/1988 

MC DONAGH II, THOMAS 

FIREFIGHTER-EMT(RECRU 

CANDIDATE TRAINING 

TERMINATED 

4/15/2015 

11/17/2014 
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MC DONAUGH, JOHN F 

CAPTAIN (EMT) 

TOWER LADDER 14 

TERMINATED 

11/30/2014 

2/19/1980 

MCDONOUGH, DANIEL C 

FIREFIGHTER 

ENGINE 79 

TERMINATED 

11/30/2017 

11/1/1986 

MC DOWELL, GREGORY 

FIELD PAYROLL AUDITOR 

PAYROLL 

TERMINATED 

6/30/2017 

6/1/1990 

MC GARRY, JOHN 

LIEUTENANT (EMT) 

TRUCK 45 

TERMINATED 

12/30/2014 

2/19/1980 

MCGILL. CATHERINE R 

FIREFIGHTER/PARAMEDIC 

EXTENDED MEDICAL 

TERMINATED 

5/16/2016 

1/3/2005 

MC GILL JR, ALFONSO D 

LIEUTENANT 

TRUCK 24 

TERMINATED 

11/17/2015 

11/1/1986 

MCGRATH, HOWARD M 

FIREFIGHTER 

2-7-2 COMMAND VAN 

TERMINATED 

11/16/2016 

2/18/1980 

MCGURN, JOHN W 

FIREFIGHTER 

TRUCK 9 

TERMINATED 

11/28/2018 

11/1/1989 

MC KENDRY, KEVIN P 

ENGINEER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2018 

2/15/1980 

MCKEON, BRIAN A 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

1/3/2015 

9/16/2014 

MC KINNIS, MICHAEL E E AMBULANCE COMMANDEF LEAVE OF ABSENCE 

TERMINATED 

11/2/2018 

2/16/1985 

MC KOY, DAVID M 

COMMANDER 

OPERATIONS HEADQUARTERS 

TERMINATED 

11/30/2017 

2/15/1980 

MCMANNIS, CHARLES G FIREFIGHTER 

AIR RESCUE 

TERMINATED 

12/29/2015 

12/29/2001 

MCMIKEL, DUANE T 

ENGINEER 

EXTENDED MEDICAL 

TERMINATED 

12/31/2016 

10/1/1991 

MCMILLIN, MARK C 

CAPTAIN 

TRUCK 31 

TERMINATED 

11/29/2014 

9/4/1979 

MC MILLIN, STEPHEN 

BATTALION CHIEF(EMT) 

BATTALION 5 

TERMINATED 

11/21/2014 

1/2/1980 

MC MULLEN, RALPH C 

CAPTAIN (EMT) 

TRUCK 7 

TERMINATED 

12/30/2014 

7/16/1986 

MC NALLY, JAMES E 

LIEUTENANT 

ENGINE 64 

TERMINATED 

11/28/2014 

9/4/1979 

MC NEIL. JOANN 

SUPERVISOR OF PERSONI 

PERSONNEL 

TERMINATED 

10/31/2018 

10/31/1985 

MC NICHOLAS, JOHN 

DEP FIRE COMMISSIONER 

OPERATIONS HEADQUARTERS 

TERMINATED 

4/21/2016 

2/18/1980 

MC NICHOLAS, MICHAEL 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/4/2014 

7/16/1986 

MC SHANE, SCOTT 

BATTALION CHIEF(EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2017 

2/18/1980 

MECHER, EVAN J 

FIREFIGHTER 

TOWER LADDER 63 

TERMINATED 

11/30/2018 

5/1/1990 

MEDINA, ANAL 

STAFF ASSISTANT 

OFFICE OF DFC - ADMIN SERVICES 

TERMINATED 

6/30/2018 

10/16/1990 

MEDINA, DANIEL A 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

12/15/2014 

9/16/2014 

MEGARO, VICTOR D 

FIREFIGHTER (EMT) 

SUPPORT SERVICES 

TERMINATED 

12/8/2017 

11/1/1989 

MEILAHN, MICHAEL P 

HELICOPTER MECHANIC 

SUPPORT SERVICES 

TERMINATED 

2/1/2016 

11/10/2003 

MENCHACA, ANNA 

PARAMEDIC 

ALS AMBULANCE 73 

TERMINATED 

11/30/2018 

1/20/1998 

MENDOZA, MARCUS 

ENGINEER (EMT) 

FIRE BOAT 

TERMINATED 

12/31/2016 

2/18/1980 

MERCADO, TAMMY M 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

12/17/2014 

12/16/2014 

MERIDITH, GLENN 

FIREFIGHTER 

ENGINE 56 

TERMINATED 

12/22/2014 

12/3/1990 

MESNARD, JASONJ 

FIREFIGHTER (EMT) 

DETACHED SERVICES 

TERMINATED 

6/28/2017 

2/1/2006 

MESSINA, MICHAEL P 

CAPTAIN (EMT) 

ENGINE 91 

TERMINATED 

11/29/2018 

7/16/1986 

MEZA, CARLOS J 

FIREFIGHTER 

ENGINE 35 

TERMINATED 

11/30/2018 

11/1/1989 

MICHALEK, GARYS 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

12/31/2016 

3/1/1991 
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MICHALOWICZ, ANTHOIS ENGINEER 

ENGINE 92 

TERMINATED 

12/30/2015 

7/16/1986 

MICHON, MICHAEL 

LIEUTENANT 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2014 

2/19/1980 

MICKEY, JOHN S 

FIREFIGHTER (EMT) 

FPB CENTRAL 

TERMINATED 

12/19/2018 

2/1/2006 

MICOTTO, JOHN J 

CAPTAIN 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2016 

2/16/1977 

MIENTUS, STEVEN G 

CAPTAIN (EMT) 

TRUCK 41 

TERMINATED 

11/30/2017 

5/2/1988 

MIGUEST, DAVID G 

CAPTAIN 

TRUCK 3 

TERMINATED 

9/4/2018 

9/1/1993 

MILLER, DALE A 

LIEUTENANT 

ENGINE 99 

TERMINATED 

11/12/2015 

10/16/1995 

MILLER, JAMES A 

LIEUTENANT (EMT) 

TRUCK 32 

TERMINATED 

11/16/2018 

7/16/1986 

MILLER, LARRY 

FIREFIGHTER 

ENGINE 43 

TERMINATED 

9/24/2016 

2/19/1980 

MINOR, ROBERT J 

FIREFIGHTER 

ENGINE 15 

TERMINATED 

11/18/2017 

11/1/1986 

MIRANDA, BERNADETTE 

STAFF ASSISTANT 

OFFICE OF INTERNAL INVESTIGATION 

TERMINATED 

11/30/2017 

4/16/1987 

MIRANDA, JOSEPH 

COORD OF COMM SERV-C 

PUBLIC EDUCATION 

TERMINATED 

2/16/2014 

1/2/1980 

MITCHELL, KEVIN P 

ENGINEER 

ENGINE 107 

TERMINATED 

11/30/2018 

11/1/1988 

MITCHELL, SILVERY B 

CAPTAIN (EMT) 

FPB CENTRAL 

TERMINATED 

8/20/2018 

8/3/1987 

MITE, THOMAS J 

FIREFIGHTER (EMT) 

TRUCK 53 

TERMINATED 

12/8/2017 

10/16/1995 

MOLINARI. ROBERT J 

BATTALION CHIEF(EMT) 

BATTALION 19 

TERMINATED 

11/30/2018 

7/16/1986 

MONSOUR, RALPH 

ENGINEER 

ENGINE 88 

TERMINATED 

12/26/2017 

12/1/1988 

MONTANEZ, EDWIN 

ENGINEER 

ENGINE 35 

TERMINATED 

11/30/2017 

5/2/1988 

MOORE, DARRYL K 

CAPTAIN (EMT) 

TRUCK 40 

TERMINATED 

9/18/2018 

7/16/1986 

MOORE, GARY M 

FIREFIGHTER 

TRUCK 62 

TERMINATED 

12/17/2015 

11/1/1986 

MOORE, JAMES L 

ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

11/16/2014 

2/16/1985 

MOORE, LYNETTE 

FIREFIGHTER 

CANDIDATE TRAINING 

TERMINATED 

4/13/2016 

11/16/2015 

MOORE, VERNON L 

ENGINEER 

ENGINE 47 

TERMINATED 

9/29/2018 

7/18/1994 

MORALES, DAVID 

FIREFIGHTER-EMT(RECRU CANDIDATE TRAINING 

TERMINATED 

2/11/2015 

11/17/2014 

MORALES, ISRAEL 

ENGINEER 

ENGINE 97 

TERMINATED 

11/28/2014 

11/1/1988 

MORALES, SAMUEL 

LIEUTENANT (EMT) 

ENGINE 9 

TERMINATED 

11/30/2018 

10/1/1996 

MORA, MARY LOU 

CLERK IV 

PERSONNEL 

TERMINATED 

2/1/2015 

5/31/1978 

MORAN, FRANCIS M 

ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

8/31/2014 

2/19/1980 

MORAN, JOHN J 

ENGINEER (EMT) 

ENGINE 124 

TERMINATED 

9/10/2015 

9/1/1993 

MORAN, PATRICK H 

FIREFIGHTER 

TRUCK 51 

TERMINATED 

11/3/2017 

12/1/1992 

MORAN, THOMAS F 

FF ARB. AWARD(PAR) 

LEAVE OF ABSENCE 

TERMINATED 

7/3/2018 

12/14/1978 

MORAVEK, RONALD W 

ENGINEER (EMT) 

ENGINE 1 

TERMINATED 

5/8/2014 

11/1/1989 

MORENO, CARLOS A 

LIEUTENANT 

ENGINE 119 

TERMINATED 

11/28/2016 

11/1/1989 

MORETH, JEAN 

SUPERVISING INVESTIGAT 

OFFICE OF INTERNAL INVESTIGATION 

TERMINATED 

1/1/2015 

2/16/2000 

MORIARTY, DANIEL 

FIREFIGHTER 

TRUCK 31 

TERMINATED 

6/17/2018 

2/19/1980 
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MORRIS, RADFORD L 

FIREFIGHTER 

FIRE PREVENTION BUREAU 

TERMINATED 

7/21/2017 

10/1/1991 

MOSER, JOHN B 

FIREFIGHTER 

TRUCK 58 

TERMINATED 

11/30/2017 

7/16/1990 

MOSS, HARVEY 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

8/31/2014 

2/18/1980 

MOTTO, EDWARD 

ENGINEER (EMT) 

RESCUE TRUCK 10 

TERMINATED 

11/28/2018 

2/1/1983 

MROZEK, JOSEPH E 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

11/29/2017 

11/1/1988 

MUELLER, ALFRED F 

FF ARB. AWARD(PAR) 

ENGINE 11 

TERMINATED 

11/30/2017 

9/16/1997 

MUELLER, ERNST 

LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2017 

2/19/1980 

MUELLER, FRANK J 

CAPTAIN (EMT) 

ENGINE 108 

TERMINATED 

11/28/2018 

11/1/1988 

MUENTES, FABIAN 

FF ARB. AWARD(PAR) 

ENGINE 91 

TERMINATED 

12/1/2014 

11/16/1993 

MUHAMMAD, DERRICK! 

FIREFIGHTER 

TRUCK 40 

TERMINATED 

11/15/2017 

11/1/1988 

MULLALLY, DENNIS F 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

12/15/2016 

12/1/1989 

MULLANEY, DANIEL P 

BATTALION CHIEF(EMT) 

BATTALION 23 

TERMINATED 

9/30/2018 

2/1/1982 

MUNDY, GERALD D 

AMBULANCE COMMANDEF LEAVE OF ABSENCE 

TERMINATED 

1/2/2017 

5/20/1981 

MUNGOVAN, JAMES 

BATTALION CHIEF(EMT) 

BATTALION 6 

TERMINATED 

11/30/2014 

2/18/1980 

MUNIZZI, THOMAS 

ENGINEER 

ENGINE 123 

TERMINATED 

11/30/2018 

12/1/1988 

MUNOZ, JULIO 

FIREFIGHTER 

ENGINE 125 

TERMINATED 

11/16/2017 

11/1/1989 

MUNSON, WILLIAM A 

ENGINEER 

ENGINE 34 

TERMINATED 

12/12/2016 

12/1/1992 

MURDOCK, AARON M 

AMBULANCE COMMANDEF 

LEAVE OF ABSENCE 

TERMINATED 

3/30/2015 

12/1/1989 

MURPHY, DANIEL W 

CAPTAIN (PARAMEDIC) 

TOWER LADDER 37 

TERMINATED 

11/30/2017 

5/20/1981 

MURPHY, JOHN C 

FIREFIGHTER (EMT) 

TRUCK 13 

TERMINATED 

11/8/2018 

5/1/1990 

MURPHY, MARGARET M 

PARAMEDIC FIELD CHIEF 

EXTENDED MEDICAL 

TERMINATED 

1/4/2016 

7/16/1986 

MURPHY, MICHAEL F 

ENGINEER (EMT) 

ENGINE 112 

TERMINATED 

12/24/2014 

2/19/1980 

MURPHY, MICHAEL V 

COMMANDING FIRE MARSIFIRE INVESTIGATION 

TERMINATED 

5/7/2017 

10/1/1996 

MURPHY, PAUL V 

LIEUTENANT (EMT) 

ENGINE 108 

TERMINATED 

11/30/2016 

7/16/1986 

MURPHY, ROBERT P 

LIEUTENANT 

TRUCK 18 

TERMINATED 

11/29/2018 

11/1/1989 

MURRAY, JOSEPH P 

FIREFIGHTER (EMT) 

ENGINE 102 

TERMINATED 

2/3/2017 

8/17/2009 

MURRAY, LAWRENCE W LIEUTENANT (PAR) 

LEAVE OF ABSENCE 

TERMINATED 

10/30/2014 

6/1/1977 

MUSE, BARBARA A 

FIREFIGHTER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

9/30/2018 

10/16/1995 

MUSIL, SCOTT A 

FF (ARBITRATION AWARD) TRUCK 13 

TERMINATED 

11/24/2017 

11/16/1990 

NASADOWSKI, KENNETf 

CAPTAIN (EMT) 

ENGINE 92 

TERMINATED 

11/30/2018 

5/2/1988 

NASH, JAMES E 

LIEUTENANT (EMT) 

EXTENDED MEDICAL 

TERMINATED 

7/5/2014 

12/3/1990 

NAVARRO JR, DAVID A 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 25 

TERMINATED 

11/30/2017 

3/16/1995 

NEAL, VAN L 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

10/24/2018 

5/2/1988 

NEEDHAM, MICHAEL 

LIEUTENANT (EMT) 

TRUCK 50 

TERMINATED 

11/3/2017 

2/20/1980 

NEELY, RYAN H 

FIREFIGHTER-EMT(RECRU CANDIDATE TRAINING 

TERMINATED 

12/30/2016 

8/1/2016 
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NEE, ROBERT E 

FIREFIGHTER 

TRUCK 35 

TERMINATED 

12/12/2016 

12/3/1990 

NELSON, DENNIS D 

FIREFIGHTER (EMT) 

TRUCK 32 

TERMINATED 

11/30/2016 

2/1/1982 

NELSON, DERRICK J 

FIREFIGHTER 

FIRE PREVENTION BUREAU 

TERMINATED 

1/10/2017 

12/1/1994 

NG, MICHAEL L 

BATTALION CHIEF(EMT) 

BATTALION 13 

TERMINATED 

11/18/2018 

11/1/1986 

NICHOLS, JOHN E 

ENGINEER 

RESCUE TRUCK 3 

TERMINATED 

11/30/2018 

2/17/1987 

NICHOLS, LOYAL 

BATTALION CHIEF(EMT) 

BATTALION 24 

TERMINATED 

11/6/2018 

12/29/1980 

NIEGO, CHARLES T 

BATTALION CHIEF(EMT) 

BATTALION 5 

TERMINATED 

11/30/2018 

11/1/1988 

NIEGO, THOMAS C 

BATTALION CHIEF(EMT) 

BATTALION 15 

TERMINATED 

11/30/2018 

11/1/1989 

NIELSEN, MARK A 

BATTALION CHIEF(EMT) 

OPERATIONS HEADQUARTERS 

TERMINATED 

11/23/2017 

2/20/1980 

NODAL, JOSE 

LIEUTENANT (EMT) 

ENGINE 119 

TERMINATED 

11/24/2018 

11/1/1988 

NOLAN, MARTIN T 

CAPTAIN (EMT) 

TRUCK 36 

TERMINATED 

9/24/2017 

2/1/1982 

NOLAN, SAMUEL L 

CAPTAIN (EMT) 

DISTRICT 5 RELIEF 

TERMINATED 

10/14/2015 

11/1/1988 

NOLDEN, MARVIN L 

FIREFIGHTER 

TOWER LADDER 54 

TERMINATED 

11/25/2015 

11/1/1986 

NOLE, ROBERT L 

FIREFIGHTER 

TOWER LADDER 23 

TERMINATED 

2/28/2017 

10/16/1995 

NOONAN, MICHAEL 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

5/5/2018 

11/16/1978 

NORINSKY, DAVID 

FIREFIGHTER 

ENGINE 56 

TERMINATED 

12/23/2018 

11/1/1988 

NOWINSKI, MERCEDES 

PARAMEDIC FIELD CHIEF 

EMS 4-5-7 

TERMINATED 

7/12/2016 

3/3/1987 

NUNEZ, ADALBERTO 

CAPTAIN 

TRUCK 8 

TERMINATED 

11/3/2015 

7/16/1986 

0 BOYLE, JAMES F 

FF (ARBITRATION AWARD) 

TRUCK 38 

TERMINATED 

12/15/2018 

12/1/1989 

0 BOYLE, LAWRENCE E 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

4/30/2017 

11/16/1978 

O'BRIEN, MARYANNE 

LIEUTENANT 

EXTENDED MEDICAL 

TERMINATED 

11/30/2017 

11/1/1988 

OBROCHTA, WALTER A 

FIREFIGHTER 

TOWER LADDER 14 

TERMINATED 

11/30/2015 

7/16/1986 

0 CONNELL, EAMONN 

CAPTAIN (EMT) 

ENGINE 45 

TERMINATED 

11/29/2015 

2/17/1987 

0 CONNELL, JAMES N 

PARAMEDIC FIELD CHIEF 

EMS 4-5-2 

TERMINATED 

11/30/2017 

3/17/1980 

0 CONNOR, EDWARD M ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

5/3/2017 

2/19/1980 

0 DONNELL, JAMES 

BATTALION CHIEF 

BATTALION 20 

TERMINATED 

11/26/2014 

2/1/1983 

0 DONNELL, PAUL J 

FF (ARBITRATION AWARD) 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2018 

10/18/1982 

0 DONNELL, TERRY K 

CAPTAIN (EMT) 

ENGINE 84 

TERMINATED 

11/26/2014 

8/3/1987 

0 DRISCOLL, SEAN 

BATTALION CHIEF(EMT) 

BATTALION 18 

TERMINATED 

11/29/2014 

1/2/1980 

OGDEN, THOMAS L 

ENGINEER 

ENGINE 65 

TERMINATED 

12/7/2017 

12/3/1990 

OKANE, ROBERT 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

8/18/2017 

2/19/1980 

OLEARY, TIMOTHY J 

FF ARB. AWARD(PAR) 

ENGINE 125 

TERMINATED 

10/29/2015 

2/16/1985 

OLIVER, ROBERT 

FIREFIGHTER 

ENGINE 89 

TERMINATED 

12/12/2016 

12/3/1990 

OLLRY, JOHN P 

CAPTAIN (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

5/15/2017 

2/4/1982 

OLSEN II, DONALD H 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

10/2/2018 

2/1/1977 
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OMALLEY, STEPHEN A 

LIEUTENANT 

TOWER LADDER 39 

TERMINATED 

11/30/2016 

2/15/1980 

ORTIZ, ROBERT 

FIREFIGHTER 

ENGINE 57 

TERMINATED 

11/16/2015 

2/1/1983 

ORYAN, JEAN M 

ENGINEER (EMT) 

RESCUE TRUCK 2 

TERMINATED 

11/27/2016 

11/1/1986 

OSTROWSKI, CARLS 

LIEUTENANT (PAR) 

ENGINE 109 

TERMINATED 

11/30/2016 

8/16/1977 

OSWALD, WILLIAM P 

LIEUTENANT (EMT) 

SQUAD 1 

TERMINATED 

11/29/2016 

11/1/1988 

0 TOOLE, ROBERT J 

LIEUTENANT 

TRUCK 9 

TERMINATED 

11/30/2016 

2/1/1983 

0 TOOLE, TIMOTHY J 

LIEUTENANT (EMT) 

ENGINE 72 

TERMINATED 

11/19/2014 

2/20/1980 

OTTO, DAVID 

LIEUTENANT (EMT) 

ENGINE 35 

TERMINATED 

11/30/2016 

2/18/1980 

OWCARZ, MICHAEL A 

LIEUTENANT 

ENGINE 107 

TERMINATED 

11/26/2016 

3/1/1980 

OWENS III, ARTHUR 

FIREFIGHTER 

2-7-4 COMMAND VAN 

TERMINATED 

9/30/2014 

10/1/1991 

OWENS, JOSEPH T 

CAPTAIN (EMT) 

ENGINE 15 

TERMINATED 

12/31/2017 

12/3/1990 

OWSIANIAK, DAVID A 

LIEUTENANT (EMT) 

TRUCK 51 

TERMINATED 

11/12/2018 

6/17/1996 

OWSIANIAK, MARK F 

BATTALION CHIEF(EMT) 

BATTALION 24 

TERMINATED 

12/28/2017 

12/3/1990 

PACOCHA, RICHARDS 

ENGINEER 

ENGINE 11 

TERMINATED 

11/30/2015 

7/16/1986 

PADILLA, SONIA 

LIEUTENANT 

FIRE PREVENTION BUREAU 

TERMINATED 

11/30/2014 

8/3/1987 

PAKUCKO, KERRY 

PARAMEDIC FIELD CHIEF 

EMS 4-5-4 

TERMINATED 

12/14/2014 

11/14/1987 

PALENIK III, JOSEPH A 

ENGINEER 

EXTENDED MEDICAL 

TERMINATED 

8/10/2016 

5/2/1988 

PALLISTER, KENNETH M CAPTAIN 

ENGINE 35 

TERMINATED 

11/30/2017 

11/1/1989 

PALLISTER, MARK L 

LIEUTENANT 

ENGINE 71 

TERMINATED 

11/25/2016 

5/1/1990 

PALOMO, ROSITA 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 71 

TERMINATED 

2/28/2015 

12/1/1989 

PANATERA, LAWRENCE 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

10/31/2017 

12/3/1990 

PANGRAZIO, ROBERT P 

ENGINEER (EMT) 

ENGINE 73 

TERMINATED 

11/15/2018 

7/29/1996 

PANTELIS, NEIL R 

FIREFIGHTER 

TRUCK 28 

TERMINATED 

11/27/2017 

5/2/1988 

PAOLINI KENNING, KATF 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2016 

3/3/1987 

PARISIAN, GLEN E 

FIREFIGHTER (EMT) 

ENGINE 35 

TERMINATED 

11/9/2017 

10/1/1991 

PARKER, BRUCE D 

FF (ARBITRATION AWARD) 

LEAVE OF ABSENCE 

TERMINATED 

11/1/2017 

5/20/1981 

PARLICK, STEVEN 

LIEUTENANT (EMT) 

EXTENDED MEDICAL 

TERMINATED 

11/4/2015 

2/19/1980 

PARRA, JOSEPH 

LIEUTENANT (EMT) 

ENGINE 23 

TERMINATED 

11/14/2015 

8/3/1987 

PARSONS, ELIZABETH A CAPTAIN (EMT) 

ENGINE 97 

TERMINATED 

1/14/2014 

10/6/1987 

PARSONS, LINDA A 

BATTALION CHIEF(EMT) 

BATTALION 1 

TERMINATED 

7/3/2016 

11/1/1986 

PAUKSTYS, STEPHEN 

ENGINEER 

ENGINE 32 

TERMINATED 

5/3/2016 

2/19/1980 

PAULINO, WILLIAM A 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

12/29/2014 

12/3/1990 

PEACE, BRUCE 

LIEUTENANT (EMT) 

TOWER LADDER 34 

TERMINATED 

12/31/2015 

7/16/1986 

PEARSON, JOHN M 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 73 

TERMINATED 

11/30/2017 

7/16/1986 

PEMBERTON, KURTR 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

12/5/2017 

12/1/1994 
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PENNIX, ANDRE 

BATTALION CHIEF(EMT) 

BATTALION 23 

TERMINATED 

11/23/2014 

2/19/1980 

PERETZ, JEFFREY H 

CAPTAIN (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

9/22/2017 

11/16/1978 

PEREZ, LORI A 

AMBULANCE COMMANDEF 

ALS AMBULANCE 73 

TERMINATED 

11/30/2018 

3/3/1987 

PEREZ, ROGER 

ENGINEER 

ENGINE 79 

TERMINATED 

11/27/2018 

3/3/1987 

PERKIN, EDDIE L 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

11/30/2015 

11/1/1986 

PEROVICH, NIVIOF 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

11/20/2017 

2/17/1987 

PETERS, JAMES P 

LIEUTENANT 

ENGINE 83 

TERMINATED 

11/25/2018 

11/1/1989 

PETERS, MICHAEL L 

FIREFIGHTER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

2/14/2014 

12/1/1988 

PETERSON, RICHARD 0 

AMBULANCE COMMANDEF 

LEAVE OF ABSENCE 

TERMINATED 

11/1/2015 

2/16/1985 

PETREY, ROBERT T 

ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

11/12/2018 

2/17/1987 

PETRUZZI, CHARLES J 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

10/19/2018 

12/3/1990 

PHALIN, PAULB 

LIEUTENANT (PAR) 

ENGINE 55 

TERMINATED 

11/22/2017 

9/7/1976 

PIEMONTE, MARK R 

BATTALION CHIEF 

LEAVE OF ABSENCE 

TERMINATED 

7/15/2017 

3/5/1980 

PITTS, ARLENCY 

FIREFIGHTER 

TOWER LADDER 5 

TERMINATED 

11/22/2014 

9/4/1979 

PLUTA, JOHN 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

1/31/2019 

12/1/1976 

PODLASEK, GARYL 

LIEUTENANT (EMT) 

ENGINE 92 

TERMINATED 

2/28/2017 

8/3/1987 

POLLI, DANIEL 

LIEUTENANT (EMT) 

ENGINE 110 

TERMINATED 

11/30/2016 

2/19/1980 

POLO, ROBERTA 

FF ARB. AWARD(PAR) 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2017 

3/3/1987 

PONCE DE LEON. LUIS 

LIEUTENANT (EMT) 

ENGINE 7 

TERMINATED 

1/25/2017 

2/19/1980 

POPELAS, EDWARD J 

MARINE PILOT/FIRE BOAT 

FIRE BOAT 

TERMINATED 

11/30/2017 

6/5/1992 

POPP, ROBERT W 

LIEUTENANT (EMT) 

ENGINE 8 

TERMINATED 

11/30/2018 

11/1/1989 

POREDA, MICHAEL J 

FIREFIGHTER (EMT) 

ENGINE 70 

TERMINATED 

7/20/2017 

7/18/1994 

POREDA, THOMAS J 

FIREFIGHTER (EMT) 

TRUCK 58 

TERMINATED 

10/31/2018 

11/18/2013 

POTTS JR, KENNETH D 

FIREFIGHTER 

ENGINE 92 

TERMINATED 

12/6/2015 

12/1/1994 

POWELL, CURTIS 

BATTALION CHIEF(EMT) 

BATTALION 16 

TERMINATED 

11/30/2014 

2/19/1980 

PRESBITERO, RAYMONt FIREFIGHTER 

TRUCK 52 

TERMINATED 

11/29/2015 

12/1/1999 

PRESTIA, PHILLIP P 

CAPTAIN (EMT) 

RESCUE TRUCK 10 

TERMINATED 

11/30/2018 

11/1/1988 

PRESTIGIACOMO, MARK ENGINEER 

ENGINE 83 

TERMINATED 

11/6/2015 

11/1/1988 

PROHASKA, ROBERTA 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

8/5/2017 

10/16/1978 

PROHASKA, STEVENW 

FF ARB. AWARD(PAR) 

TRUCK 26 

TERMINATED 

5/9/2015 

6/1/2005 

PRUDE JR, GRADIE 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

9/17/2018 

9/16/1998 

PULIDO, ANTHONY A 

FIREFIGHTER 

ENGINE 92 

TERMINATED 

12/31/2016 

2/17/1987 

PURCELL, DAVID E 

FIREFIGHTER 

AERIAL TOWER LADDER 1 

TERMINATED 

11/9/2017 

11/1/1988 

PURCELL, KENNETH L 

LIEUTENANT 

ENGINE 65 

TERMINATED 

11/4/2016 

2/17/1987 

PUTMAN, JEFFERY E 

ENGINEER 

ENGINE 121 

TERMINATED 

11/16/2018 

8/3/1987 
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QUINN, JOSEPH F 

BATTALION CHIEF 

BATTALION 6 

TERMINATED 

11/19/2015 

10/10/1978 

QUINN, KEVIN M 

ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2017 

10/16/1978 

QUINTAVALLE, DAVID 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

11/23/2016 

2/22/1985 

RADDATZ, THOMAS P 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

12/31/2014 

7/16/1986 

RADKA, GEORGE C 

LIEUTENANT (PAR) 

LEAVE OF ABSENCE 

TERMINATED 

8/19/2014 

2/26/1975 

RAFFERTY, BRIAN M 

FIREFIGHTER 

TRUCK 50 

TERMINATED 

11/30/2016 

7/16/1986 

RAGO, CHRISTINE M 

FIREFIGHTER (EMT) 

SUPPORT SERVICES 

TERMINATED 

4/19/2017 

11/1/1986 

RAGUSA, SEAN D 

PARAMEDIC IN CHARGE 

EMS SOUTH RELIEF 

TERMINATED 

8/10/2015 

6/29/2006 

RAINES, CLAUDE A 

FIREFIGHTER (EMT) 

TRUCK 50 

TERMINATED 

11/24/2017 

2/17/1987 

RAMIREZ, CIRYJ 

ENGINEER 

EXTENDED MEDICAL 

TERMINATED 

12/10/2016 

12/3/1990 

RANEY, RICHARD H 

PARAMEDIC FIELD CHIEF 

EMS 4-5-1 

TERMINATED 

10/16/2018 

2/4/1980 

RANKER, WILLIAM M 

FF ARB. AWARD(PAR) 

TRUCK 55 

TERMINATED 

11/9/2017 

7/18/1988 

RANOS, GEORGE W 

LIEUTENANT 

ENGINE 97 

TERMINATED 

11/3/2014 

2/14/1980 

RANOS, RICHARD K 

LIEUTENANT (EMT) 

TRUCK 51 

TERMINATED 

12/7/2017 

12/1/1988 

RASKE, SCOTT J 

FIREFIGHTER 

TOWER LADDER 37 

TERMINATED 

11/30/2018 

11/1/1988 

RAWSKI, MATTIE L 

LIEUTENANT (EMT) 

FPB CENTRAL 

TERMINATED 

11/16/2015 

11/1/1986 

REARDON, PATRICK A 

LIEUTENANT (EMT) 

ENGINE 56 

TERMINATED 

11/30/2017 

11/1/1988 

REDMOND, DWAYNE R 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 27 

TERMINATED 

6/3/2016 

11/16/1990 

REED, MICHAEL T 

FIREFIGHTER (EMT) 

ENGINE 12 

TERMINATED 

3/25/2014 

6/1/1999 

REED, WILLIAM T 

FIREFIGHTER 

TOWER LADDER 10 

TERMINATED 

11/15/2018 

5/1/1990 

REESE, BRIAN D 

ENGINEER (PARAMEDIC) 

DISTRICT 5 RELIEF 

TERMINATED 

12/30/2015 

3/16/1990 

REILLY JR, ROBERT P 

LIEUTENANT 

EXTENDED MEDICAL 

TERMINATED 

7/21/2016 

11/1/1989 

REIMER, RICHARD 

ENGINEER (EMT) 

EXTENDED MEDICAL 

TERMINATED 

11/15/2018 

2/20/1980 

RENDA, JOSEPH S 

BATTALION CHIEF(EMT) 

BATTALION 4 

TERMINATED 

11/19/2018 

2/19/1980 

RENO, MICHAEL J 

BATTALION CHIEF(EMT) 

OPERATIONS HQ RELIEF 

TERMINATED 

11/30/2018 

11/1/1989 

REULE, KIMBERLY M 

NURSE PRACTITIONER 

PERSONNEL 

TERMINATED 

5/31/2018 

5/4/2016 

REYES, ANGEL L 

FIREFIGHTER 

TRUCK 48 

TERMINATED 

11/28/2016 

10/1/1991 

REYES, DAVID W 

FIREFIGHTER 

TOWER LADDER 5 

TERMINATED 

11/7/2017 

9/1/1993 

REYES, JOSE E 

PARAMEDIC 

ALS AMBULANCE 32 

TERMINATED 

5/16/2016 

5/1/2008 

REYES, JUAN 

DISTRICT CHIEF 

DISTRICT 2 

TERMINATED 

5/23/2017 

11/16/1978 

REYES, RAUL 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

11/27/2016 

8/3/1987 

REYNOLDS, GREGG M 

LIEUTENANT 

EXTENDED MEDICAL 

TERMINATED 

11/4/2017 

11/1/1988 

RHEINWALD, BRUCE P 

CAPTAIN (EMT) 

ENGINE 39 

TERMINATED 

11/28/2014 

2/19/1980 

RIALMO, ROBERT H 

FIREFIGHTER 

TRUCK 58 

TERMINATED 

12/16/2018 

12/1/1994 

RICE, JAMES T 

CAPTAIN (EMT) 

ENGINE 117 

TERMINATED 

11/30/2018 

2/18/1980 
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RICHARDS, JAMES T 

ENGINEER (EMT) 

ENGINE 69 

TERMINATED 

12/28/2017 

12/1/1988 

RICHARDSON, JIM D 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

10/25/2017 

2/2/1998 

RICHARDSON, LEWIS T 

CAPTAIN (EMT) 

DISTRICT 1 RELIEF 

TERMINATED 

11/30/2016 

7/16/1986 

RICHTER, DANIEL J 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

4/25/2014 

7/16/1986 

RIGGLE, BARBARA J 

ENGINEER (EMT) 

ENGINE 79 

TERMINATED 

11/30/2018 

5/2/1988 

RILEY, TIMOTHY 

FIREFIGHTER 

TRUCK 28 

TERMINATED 

12/20/2014 

2/19/1980 

RINALDI, JULIE A 

PARAMEDIC FIELD CHIEF 

EMS 4-5-1 

TERMINATED 

11/16/2017 

3/3/1987 

RIVERA, ERNESTO 

LIEUTENANT 

FPBWEST 

TERMINATED 

11/30/2018 

11/1/1989 

ROACH, RONALD 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

10/31/2018 

9/4/1979 

ROBINSON, EDDIE 

FIREFIGHTER 

FPB SOUTH 

TERMINATED 

11/30/2014 

2/19/1980 

ROCHE, MICHAEL J 

CAPTAIN (EMT) 

ENGINE 19 

TERMINATED 

11/28/2018 

11/1/1986 

ROCHE, MICHAEL T 

LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

9/22/2014 

11/1/1989 

RODRIGUEZ, ANGELO 

LIEUTENANT (EMT) 

ENGINE 43 

TERMINATED 

11/30/2018 

2/25/1992 

RODRIGUEZ, ANTHONY 

CAPTAIN 

LEAVE OF ABSENCE 

TERMINATED 

10/23/2015 

2/16/1977 

RODRIGUEZ, EFRAIN 

FIREFIGHTER 

TOWER LADDER 63 

TERMINATED 

11/18/2014 

5/2/1988 

RODRIGUEZ, GERARD 

LIEUTENANT 

EXTENDED MEDICAL 

TERMINATED 

11/21/2017 

8/3/1987 

RODRIGUEZ JR, CRESC 

LIEUTENANT (EMT) 

ENGINE 96 

TERMINATED 

11/21/2017 

11/1/1986 

RODRIGUEZ JR, JOSE 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 26 

TERMINATED 

11/16/2015 

7/16/1986 

RODRIGUEZ, TAMMY 

FIREFIGHTER (EMT) 

ENGINE 57 

TERMINATED 

1/8/2018 

10/1/1991 

ROMEO, JOSEPH 

FIREFIGHTER 

SQUAD 7 

TERMINATED 

9/15/2016 

2/18/1980 

ROMERO, PETER 

FIREFIGHTER 

ENGINE 109 

TERMINATED 

11/29/2016 

2/18/1980 

ROOK, KEVIN K 

FIREFIGHTER (EMT) 

TOWER LADDER 23 

TERMINATED 

11/19/2016 

11/1/1986 

ROSA, ANNAM 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 26 

TERMINATED 

12/31/2014 

7/18/1988 

ROSADO, RICHARD 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

10/9/2018 

7/16/1986 

ROSARIO, JOSE R 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

8/31/2014 

8/3/1987 

ROSAS JR, JESSE 

LIEUTENANT 

TRUCK 35 

TERMINATED 

11/29/2017 

11/1/1988 

ROSE, DEBORAH J 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

3/3/2014 

3/3/1980 

ROSS, ANTHONY E 

FIREFIGHTER (EMT) 

DETACHED SERVICES 

TERMINATED 

7/13/2017 

2/1/2005 

ROSSI, ANDREW P 

FIREFIGHTER 

CANDIDATE TRAINING 

TERMINATED 

4/15/2014 

11/18/2013 

ROSS, JONATHAN B 

CAPTAIN 

RESCUE TRUCK 9 

TERMINATED 

11/30/2018 

11/1/1986 

ROSZKOWSKI, PAUL J 

PARAMEDIC FIELD CHIEF 

OPERATIONS HQ RELIEF 

TERMINATED 

10/31/2018 

7/16/1986 

RUANE, THOMAS P 

CAPTAIN (EMT) 

ENGINE 54 

TERMINATED 

11/30/2014 

3/17/1980 

RUCH, DONNAM 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

8/3/2016 

6/16/2015 

RUIZ, MARIO G 

FIREFIGHTER (EMT) 

ENGINE 119 

TERMINATED 

11/25/2018 

7/18/1994 

RUSSELL, ANGELA M 

PROGRAMMER/ANALYST 

PERSONNEL 

TERMINATED 

11/30/2017 

7/1/1985 
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RYAN, EDWARD J 

BATTALION CHIEF(EMT) 

BATTALION 14 

TERMINATED 

11/20/2014 

2/19/1980 

RYAN JR, THOMAS E 

LIEUTENANT (EMT) 

DETACHED SERVICES 

TERMINATED 

11/30/2016 

2/16/1985 

RYAN, KEVIN 

BATTALION CHIEF(EMT) 

BATTALION 5 

TERMINATED 

11/30/2018 

11/1/1986 

RYAN, PATRICK 

ENGINEER 

ENGINE 68 

TERMINATED 

11/21/2015 

2/18/1980 

RYDING, PAULT 

LIEUTENANT (PAR) 

ENGINE 71 

TERMINATED 

11/22/2018 

7/18/1988 

RYSZTOGI, RONALD E 

PARAMEDIC IN CHARGE 

EXTENDED MEDICAL 

TERMINATED 

11/30/2015 

11/18/1991 

SALAZAR, ORLANDO A 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

12/15/2014 

9/16/2014 

SAMBUCARO, FRANK 

FIREFIGHTER-EMT(RECRU 

CANDIDATE TRAINING 

TERMINATED 

12/19/2018 

12/3/2018 

SAMPSON, KEVIN J 

CAPTAIN (EMT) 

TRUCK 56 

TERMINATED 

12/31/2014 

2/19/1980 

SANCHEZ, JOHN M 

FIREFIGHTER 

SUPPORT SERVICES 

TERMINATED 

12/28/2016 

12/3/1990 

SANCHEZ, LORENZO 

FIREFIGHTER (EMT) 

EXTENDED MEDICAL 

TERMINATED 

9/16/2016 

7/18/1994 

SANCHEZ, LOUIS B 

FIREFIGHTER 

ENGINE 15 

TERMINATED 

11/21/2014 

2/1/1983 

SANDERS, FRANKJ 

FIREFIGHTER 

ENGINE 107 

TERMINATED 

11/23/2016 

8/3/1987 

SANDOVAL, GUS 

LIEUTENANT (EMT) 

TRUCK 28 

TERMINATED 

11/28/2018 

5/2/1988 

SANGARI, SABRINA 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 59 

TERMINATED 

7/22/2014 

7/18/1988 

SANGER, KAREN L 

CONTRACTS COORDINATC 

FINANCE & FISCAL MANAGEMENT 

TERMINATED 

11/30/2017 

1/10/1979 

SANTANA, DANIEL 

ENGINEER (EMT) 

ENGINE 108 

TERMINATED 

11/23/2016 

5/1/1990 

SANTIAGO, JOSE 

FIREFIGHTER (EMT) 

ENGINE 109 

TERMINATED 

11/22/2017 

5/1/1990 

SANTIAGO, JOSE A 

FIRE COMMISSIONER 

HEADQUARTERS ADMINISTRATION 

TERMINATED 

8/31/2018 

9/4/1979 

SARHAGE, MARTIN N 

LIEUTENANT (EMT) 

TOWER LADDER 14 

TERMINATED 

11/23/2018 

5/2/1988 

SARKISIAN, GREGORY 

LIEUTENANT (EMT) 

EXTENDED MEDICAL 

TERMINATED 

9/23/2014 

7/16/1986 

SAVINO, JOHN G 

ENGINEER 

ENGINE 112 

TERMINATED 

11/30/2018 

10/16/1995 

SAWE, PAULA 

FIREFIGHTER 

FPB NORTH 

TERMINATED 

12/3/2018 

12/1/1994 

SCANNELL, JOHN F 

LIEUTENANT 

TRUCK 27 

TERMINATED 

11/30/2015 

2/4/1984 

SCAPARDINE, CHRISTOI FIREFIGHTER 

TRUCK 60 

TERMINATED 

5/23/2015 

11/1/1989 

SCARNAVACK, MICHAEL 

CAPTAIN (EMT) 

ENGINE 62 

TERMINATED 

11/20/2018 

8/3/1987 

SCATENA JR, LOUIS J 

FF ARB. AWARD(PAR) 

LEAVE OF ABSENCE 

TERMINATED 

2/18/2016 

3/3/1987 

SCATES, DENNIS J 

FIREFIGHTER 

ENGINE 68 

TERMINATED 

11/18/2015 

2/16/1985 

SCATES, WARREN A 

FIREFIGHTER 

TRUCK 61 

TERMINATED 

11/17/2016 

8/3/1987 

SCHEUNEMAN, JOHN F 

LIEUTENANT 

TOWER LADDER 34 

TERMINATED 

10/16/2015 

7/1/1976 

SCHEURICH, JOHN M 

BATTALION CHIEF(EMT) 

OPERATIONS HQ RELIEF 

TERMINATED 

11/28/2018 

5/16/1996 

SCHLENBECKER, DAVID AMBULANCE COMMANDEF 

EXTENDED MEDICAL 

TERMINATED 

11/5/2018 

9/16/1997 

SCHMIDT, WILLIAM J 

MARINE PILOT/FIRE BOAT 

FIRE BOAT 

TERMINATED 

6/30/2018 

12/21/1979 

SCHOFIELD, BRIAN P 

FIREFIGHTER (EMT) 

DETACHED SERVICES 

TERMINATED 

6/3/2018 

2/16/1999 

SCHRAFT, SCOTT W 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

4/3/2015 

4/1/2015 
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SCHULTZ, SUSAN L 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 65 

TERMINATED 

11/4/2015 

7/16/1990 

SCHULZ, MICHAEL M 

FF (ARBITRATION AWARD) TRUCK 48 

TERMINATED 

8/17/2018 

8/17/1981 

SCHULZ, STEVEN H 

PARAMEDIC FIELD CHIEF 

EMS 4-5-7 

TERMINATED 

12/15/2015 

2/4/1980 

SCUDIERI, MICHAEL A 

FIREFIGHTER 

ENGINE 14 

TERMINATED 

11/14/2018 

7/16/1986 

SEBAHAR, JEFFREYW 

FIREFIGHTER 

ENGINE 81 

TERMINATED 

7/8/2015 

12/1/1994 

SEDORY, DANIEL M 

ENGINEER (EMT) 

ENGINE 5 

TERMINATED 

7/10/2017 

10/16/1995 

SEGAL, JOHN S 

LIEUTENANT 

FIRE PREVENTION BUREAU 

TERMINATED 

11/27/2014 

2/19/1980 

SENDERAK, THOMAS A 

BATTALION CHIEF(EMT) 

BATTALION 7 

TERMINATED 

11/26/2018 

2/19/1980 

SHAIFER, MARGARET L 

CAPTAIN (EMT) 

ENGINE 16 

TERMINATED 

11/9/2014 

11/1/1986 

SHANNON, WILLIE E 

FIREFIGHTER 

ENGINE 12 

TERMINATED 

2/19/2015 

12/1/1994 

SHERIDAN, JOHN M 

FIREFIGHTER (EMT) 

ENGINE 57 

TERMINATED 

12/31/2017 

12/1/1992 

SHIMKUS, STEVEN J 

FIREFIGHTER 

TOWER LADDER 54 

TERMINATED 

11/24/2014 

5/20/1981 

SHINE, FLORINE 

FIELD PAYROLL AUDITOR 

PAYROLL 

TERMINATED 

6/30/2018 

5/9/1989 

SHIVES, MICHAEL L 

LIEUTENANT (PAR) 

HAZINC TEAM 5-1-2 

TERMINATED 

11/20/2017 

3/3/1987 

SHODEAN, PAULA 

FIREFIGHTER 

TRUCK 57 

TERMINATED 

11/29/2015 

3/4/1997 

SIBLEY, LARRY L 

FIREFIGHTER 

TOWER LADDER 23 

TERMINATED 

7/16/2016 

12/1/1994 

SIEDLECKI, NANCY A 

ENGINEER (EMT) 

ENGINE 89 

TERMINATED 

7/8/2015 

5/2/1988 

SILVA, JOHN D 

LIEUTENANT (EMT) 

TRUCK 42 

TERMINATED 

2/20/2016 

2/17/1987 

SIMPSON, CASSTEDARC 

ENGINEER (EMT) 

ENGINE 98 

TERMINATED 

9/10/2016 

12/1/1994 

SINGLETON, MARYBETF 

FIELD PAYROLL AUDITOR 

PAYROLL 

TERMINATED 

10/1/2014 

11/3/1980 

SINGLETON, MICHAEL 

CAPTAIN (EMT) 

EXTENDED MEDICAL 

TERMINATED 

6/28/2015 

3/1/1980 

SINOPOLI, ENZO D 

AMBULANCE COMMANDEF LEAVE OF ABSENCE 

TERMINATED 

11/2/2015 

4/1/1982 

SIPICH, ANTHONY D 

FIREFIGHTER 

TRUCK 31 

TERMINATED 

12/22/2014 

2/17/1987 

SKAWSKI, JAMES R 

LIEUTENANT (EMT) 

RESCUE TRUCK 9 

TERMINATED 

12/23/2016 

12/3/1990 

SKELLY, NADINE A 

INVESTIGATOR 

OFFICE OF INTERNAL INVESTIGATION 

TERMINATED 

6/30/2017 

7/1/1991 

SKUDNIG, JOHN B 

FIREFIGHTER 

ENGINE 14 

TERMINATED 

10/21/2015 

10/1/1991 

SLAUGHTER, JIMMIE L 

ENGINEER (EMT) 

EXTENDED MEDICAL 

TERMINATED 

6/18/2014 

12/1/1992 

SMAGACZ, FRANK R 

FF (ARBITRATION AWARD) TRUCK 17 

TERMINATED 

11/30/2016 

7/18/1988 

SMANDRA, MICHAELS 

BATTALION CHIEF(EMT) 

BATTALION 14 

TERMINATED 

11/27/2017 

2/20/1980 

SMART, VINCENT W 

FIREFIGHTER (EMT) 

TRUCK 38 

TERMINATED 

8/10/2016 

5/2/2005 

SMITH, EARL 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

1/30/2018 

12/3/1990 

SMITH, PAULB 

LIEUTENANT 

TRUCK 41 

TERMINATED 

11/30/2018 

7/16/1986 

SMITH, RAYMOND A 

LIEUTENANT (EMT) 

TRUCK 40 

TERMINATED 

11/30/2016 

11/1/1986 

SMITH, STEVEN E 

ENGINEER (EMT) 

ENGINE 60 

TERMINATED 

12/4/2015 

11/1/1986 

SMITH, STEVE R 

LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/29/2015 

2/1/1982 
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SMITH, VALERIEA A 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 47 

TERMINATED 

11/30/2015 

3/16/1995 

SMITH, WILLIAM R 

LIEUTENANT (EMT) 

ENGINE 19 

TERMINATED 

11/27/2018 

2/17/1987 

SMYCZ, RAYMOND G 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

6/14/2018 

12/1/1999 

SOPKO, ANDREW 

ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

11/24/2014 

2/18/1980 

SOSNOWSKI, THEODOR 

LIEUTENANT 

EXTENDED MEDICAL 

TERMINATED 

7/27/2016 

4/7/1975 

SOTO, MANUEL E 

LIEUTENANT (EMT) 

DETACHED SERVICES 

TERMINATED 

12/16/2018 

12/3/1990 

SPIZZIRRI, CHARLES 

FIREFIGHTER 

2-7-3 COMMAND VAN 

TERMINATED 

12/20/2015 

2/18/1980 

SPOON, ROBERT D 

PARAMEDIC 

ALS AMBULANCE 30 

TERMINATED 

6/1/2017 

12/16/2014 

SPOSATO, LEONARD A 

CAPTAIN (EMT) 

ENGINE 125 

TERMINATED 

11/26/2018 

5/2/1988 

SPRINGER, JEFFREY T 

BATTALION CHIEF(EMT) BATTALION 24 

TERMINATED 

11/30/2014 

2/20/1980 

STAATZ, JAMES P 

FIREFIGHTER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

4/7/2017 

2/20/1980 

STACK, STEVEN T 

LIEUTENANT (EMT) 

TRUCK 33 

TERMINATED 

11/28/2018 

11/1/1989 

STAHMER, WARREN L 

CAPTAIN (EMT) 

ENGINE 13 

TERMINATED 

11/21/2018 

11/1/1988 

STAIDL, JASON L 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

6/16/2015 

4/1/2015 

STALA, ROBERT 

CAPTAIN (EMT) 

ENGINE 94 

TERMINATED 

7/16/2018 

3/1/1980 

STANLEY, JULIUS C 

CAPTAIN 

EXTENDED MEDICAL 

TERMINATED 

11/27/2016 

2/16/1977 

STAWIARSKI, KEVIN M 
STEINER, WILLIAM H 
STEIN-SPENCER, LESLE 
STELNICKI, JOSEPH P 
STELNICKI, PHILIP J 

BATTALION CHIEF 

OPERATIONS HQ RELIEF 

TERMINATED 

11/29/2015 

7/16/1986 

AMBULANCE COMMANDEF 

ALS AMBULANCE 2 

TERMINATED 

11/30/2015 

3/17/1980 

DIRECTOR OF EMS COMPL 

MARC 

TERMINATED 

6/30/2017 

6/18/2007 

FIREFIGHTER 

ENGINE 32 

TERMINATED 

11/21/2018 

11/1/1989 

BATTALION CHIEF 

BATTALION 17 

TERMINATED 

11/7/2016 

9/4/1979 

STENSLAND, DAVID J 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

6/5/2015 

7/18/1994 

STEPHENS, FRANKJ 

ENGINEER 

ENGINE 29 

TERMINATED 

8/31/2014 

8/3/1987 

STEWART III, CHARLES 

1ST DEPUTY FIRE COMMIS 

FIRST DEPUTY OFFICE 

TERMINATED 

11/30/2015 

9/1/1976 

STIFTER JR, DONALD 

LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

4/20/2017 

2/1/1983 

STOFFREGEN, GALE L 

LIEUTENANT (EMT) 

MIDWAY 

TERMINATED 

9/18/2015 

2/17/1987 

STOKES, TIMOTHY L 

COMMANDER(PAR) 

LEAVE OF ABSENCE 

TERMINATED 

3/27/2018 

9/1/1976 

STOLFE, ANTHONY E 

ENGINEER (EMT) ENGINE 97 

TERMINATED 

11/17/2018 

10/1/1997 

STRAUGHTER, SEBASTI. 

LIEUTENANT 

ENGINE 103 

TERMINATED 

11/30/2017 

11/1/1986 

STRIMEL, MICHAEL J 

ENGINEER (EMT) 

EXTENDED MEDICAL 

TERMINATED 

12/13/2018 

12/1/1994 

STRNAD, ANTOINETTE 

FIELD PAYROLL AUDITOR 

PAYROLL 

TERMINATED 

7/1/2014 

4/3/1981 

STROHMAYER JR, MICH BATTALION CHIEF 

BATTALION 2 

TERMINATED 

4/4/2017 

2/1/1983 

STRUBBE, PAULA 

ENGINEER (EMT) 

ENGINE 117 

TERMINATED 

11/30/2016 

7/16/1986 

STUTZ, EDWARD P 

LIEUTENANT 

ENGINE 115 

TERMINATED 

11/29/2018 

11/1/1989 

SUAREZ, JOSE A 

CAPTAIN 

LEAVE OF ABSENCE 

TERMINATED 

6/7/2015 

2/16/1977 
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SUITER, DIANE E 

ENGINEER (EMT) 

DISTRICT 6 RELIEF 

TERMINATED 

12/31/2014 

12/1/1992 

SULLIVAN, DANIEL M 

ENGINEER (EMT) 

ENGINE 55 

TERMINATED 

11/30/2018 

5/2/1988 

SULLIVAN, LEE W 

LIEUTENANT (EMT) 

TRUCK 3 

TERMINATED 

11/22/2017 

5/16/1996 

SULLIVAN, TERRENCE P PARAMEDIC 

ALS AMBULANCE 12 

TERMINATED 

12/29/2017 

12/1/1989 

SUTHERLAND, DAVID M LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

9/8/2016 

10/10/1978 

SUTHERLAND, JEAN P 

PARAMEDIC 

ALS AMBULANCE 16 

TERMINATED 

11/3/2014 

2/16/1985 

SUTHERLAND, JOHN E 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

3/14/2015 

11/16/1978 

SUTKUS, THOMAS F 

BATTALION CHIEF(EMT) 

BATTALION 22 

TERMINATED 

11/18/2017 

2/19/1980 

SWANSON, STEVEN R 

DIR OF FINANCE 

FINANCE & FISCAL MANAGEMENT 

TERMINATED 

9/30/2016 

8/1/1995 

SWEENEY, PATRICK J 

BATTALION CHIEF(EMT) 

BATTALION 7 

TERMINATED 

11/25/2018 

7/16/1986 

SWEENEY, THOMAS 

BATTALION CHIEF(EMT) 

BATTALION 14 

TERMINATED 

11/15/2018 

2/18/1980 

SWIFT JR, CHARLES 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

11/16/2016 

2/17/1987 

SZATKOWSKI, RONALD 

ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

11/11/2015 

10/16/1978 

SZOTT, PAMELA J 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

12/15/2014 

9/16/2014 

TATUM, TERRYN 

FIREFIGHTER-EMT(RECRU 

CANDIDATE TRAINING 

TERMINATED 

12/30/2016 

8/1/2016 

TAYLOR, EUCLID 

FIREFIGHTER (EMT) 

ENGINE 113 

TERMINATED 

12/31/2017 

12/1/1988 

TAYLOR, JAMES 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

7/12/2014 

2/1/1983 

TAYLOR, KENT 

FIREFIGHTER 

TRUCK 9 

TERMINATED 

11/20/2017 

11/1/1988 

TAYLOR, ROBERT H 

ENGINEER (PARAMEDIC) 

ENGINE 129 

TERMINATED 

4/27/2018 

2/16/1985 

TERNES, VINCENT P 

ENGINEER (EMT) 

ENGINE 88 

TERMINATED 

11/7/2017 

11/1/1988 

TERRY, LYRONEW 

BATTALION CHIEF(EMT) 

DETACHED SERVICES 

TERMINATED 

11/21/2017 

2/17/1987 

TERVANIS, THOMAS V 

CAPTAIN (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2017 

12/16/1976 

THAMES, ROBERT L 

BATTALION CHIEF 

LEAVE OF ABSENCE 

TERMINATED 

3/9/2017 

2/18/1980 

THELENJR, GEORGE A 

FIREFIGHTER 

ENGINE 32 

TERMINATED 

11/29/2017 

8/3/1987 

THIEL JR, JOSEPH E 

LIEUTENANT (EMT) 

TOWER LADDER 23 

TERMINATED 

5/4/2017 

2/19/1980 

THOMAS, ALPHONSO 

FIREFIGHTER 

SUPPORT SERVICES 

TERMINATED 

11/25/2015 

5/2/1988 

THOMAS, DAVID M 

BATTALION CHIEF(PAR) 

BATTALION 21 

TERMINATED 

11/25/2017 

7/16/1986 

THOMPSON BEY, STEVE FIREFIGHTER (EMT) 

ENGINE 82 

TERMINATED 

11/18/2015 

11/1/1988 

THOMPSON, JAMES L 

DEPUTY DISTRICT CHIEF 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2015 

2/19/1980 

THORPE, JAMES P 

PARAMEDIC FIELD CHIEF 

EMS 4-5-7 

TERMINATED 

12/25/2014 

3/3/1980 

THORSBERG, JEFFERY 

CAPTAIN (EMT) 

ENGINE 119 

TERMINATED 

12/23/2014 

11/1/1988 

THRUN, JEFFREYS 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 14 

TERMINATED 

8/17/2018 

7/16/2009 

TIMOTHY, LORI A 

PARAMEDIC FIELD CHIEF 

LEAVE OF ABSENCE 

TERMINATED 

11/29/2018 

1/20/1998 

TIMOTHY, MICHAEL J 

BATTALION CHIEF 

BATTALION 18 

TERMINATED 

11/26/2018 

2/15/1980 

TOBAR, ANTHONYJ 

LIEUTENANT 

SUPPORT SERVICES 

TERMINATED 

11/30/2018 

5/1/1990 
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TOLEDO, JOSE A 

PARAMEDIC 

EMS CANDIDATE TRAINING 

TERMINATED 

10/9/2014 

8/18/2014 

TOMAN, JODYM 

ASSISTANT COMMISSIONE 

HEADQUARTERS ADMINISTRATION 

TERMINATED 

8/8/2014 

8/1/2001 

TOMASZEWSKI, CHERYL 

PARAMEDIC FIELD CHIEF 

EMS 4-5-7 

TERMINATED 

11/16/2016 

6/17/1996 

TOOMEY, EDWARD P 

LIEUTENANT (EMT) 

ENGINE 45 

TERMINATED 

6/6/2015 

8/3/1987 

TOP, JACK W 

ENGINEER (EMT) 

RESCUE TRUCK 5 

TERMINATED 

11/29/2017 

10/1/1991 

TORRES, ABRAHAM 

FIREFIGHTER-EMT(RECRU CANDIDATE TRAINING 

TERMINATED 

2/11/2015 

11/17/2014 

TORRES, HECTOR R 

FIREFIGHTER 

ENGINE 57 

TERMINATED 

11/16/2015 

11/1/1986 

TORTORELLO, ROBERT 

ENGINEER (EMT) 

ENGINE 32 

TERMINATED 

11/13/2017 

10/1/1991 

TOWNSEND, MARK L 

BATTALION CHIEF(EMT) 

BATTALION 24 

TERMINATED 

11/30/2018 

12/1/1988 

TRACY, DWAYNE E 

ENGINEER (PARAMEDIC) 

RESCUE TRUCK 6 

TERMINATED 

11/26/2017 

7/18/1988 

TRAGOS, THOMAS J 

CAPTAIN 

TOWER LADDER 37 

TERMINATED 

11/28/2018 

5/2/1988 

TRAMIL, ANTHONY K 

LIEUTENANT 

ENGINE 80 

TERMINATED 

11/30/2016 

8/3/1987 

TREVINO, JAMES C 

ENGINEER (EMT) 

ENGINE 69 

TERMINATED 

11/25/2018 

10/1/1991 

TRIGO, ALFREDO C 

FF ARB. AWARD(PAR) 

SQUAD 7 

TERMINATED 

11/25/2016 

11/16/1981 

TRINIDAD, JAMES 

CAPTAIN (PARAMEDIC) 

ENGINE 121 

TERMINATED 

11/21/2018 

2/16/1985 

TROTTER, KENNETH A 

LIEUTENANT 

ENGINE 103 

TERMINATED 

2/28/2017 

10/1/1991 

TRUEBA, JESSIE A 

FIREFIGHTER 

ENGINE 92 

TERMINATED 

12/28/2016 

12/1/1988 

TUCKER, DANEV 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/16/2015 

8/3/1987 

TUMPICH, JOHN A 

LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2015 

10/16/1978 

TURRENTINE, HAROLD 

LIEUTENANT (EMT) 

ENGINE 106 

TERMINATED 

11/30/2016 

11/1/1986 

TWARDAK, ROBERT 

BATTALION CHIEF 

BATTALION 5 

TERMINATED 

11/29/2015 

2/1/1982 

TYLER, DONNA M 

PARAMEDIC FIELD CHIEF 

EMS 4-5-5 

TERMINATED 

11/25/2017 

7/16/1986 

ULREICH, KELLY A 

PARAMEDIC 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2018 

3/1/1991 

UPTON, TYRESS 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 25 

TERMINATED 

11/30/2014 

3/3/1987 

VALADEZ, LOUISA 

LIEUTENANT (EMT) 

ENGINE 35 

TERMINATED 

11/30/2016 

2/20/1980 

VALE, EDWIN 

ENGINEER 

LEAVE OF ABSENCE 

TERMINATED 

10/15/2015 

7/16/1986 

VANARKEL, MICHAEL E 

FIREFIGHTER 

TRUCK 50 

TERMINATED 

11/30/2018 

11/1/1989 

VAN DEVEN, GARY R 

FIREFIGHTER (EMT) 

ENGINE 39 

TERMINATED 

11/30/2015 

8/4/2005 

VANEK, MICHAEL 

ENGINEER 

ENGINE 49 

TERMINATED 

11/2/2014 

2/18/1980 

VAN SWEARINGEN, GUY LIEUTENANT (EMT) 

TRUCK 36 

TERMINATED 

11/15/2018 

3/19/1987 

VASQUEZ, ANTHONY P 

BATTALION CHIEF(EMT) 

OPERATIONS HQ RELIEF 

TERMINATED 

11/30/2018 

2/15/1980 

VAUL-KENNEDY, GAYLE 

FF ARB. AWARD(PAR) 

TRUCK 55 

TERMINATED 

11/22/2016 

10/18/1982 

VEITH, WILLIAM M 

ENGINEER (PARAMEDIC) 

LEAVE OF ABSENCE 

TERMINATED 

3/18/2017 

10/26/1976 

VELEZ, ELLIOTT A 

PARAMEDIC FIELD CHIEF 

EMS 4-5-2 

TERMINATED 

11/30/2014 

4/1/1982 

VELEZ, FELIPE 

FF ARB. AWARD(PAR) 

ENGINE 49 

TERMINATED 

11/27/2016 

7/18/1988 
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VENEGAS, ROY 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

7/29/2015 

2/19/1980 

VIRAMONTES, CARMEN ENGINEER (EMT) 

ENGINE 107 

TERMINATED 

11/25/2017 

10/1/1991 

VITULLI, MICHAEL R 

ENGINEER (EMT) 

RESCUE TRUCK 3 

TERMINATED 

12/18/2018 

12/3/1990 

VON BERGEN, THOMAS BATTALION CHIEF(EMT) 

BATTALION 13 

TERMINATED 

6/24/2015 

10/16/1978 

WADE, DEMEKAJ 

PERSONAL ASSISTANT 

SUPPORT SERVICES 

TERMINATED 

5/7/2018 

2/19/1995 

WADE, DENISE 

PARAMEDIC FIELD CHIEF 

EMS 4-5-3 

TERMINATED 

11/4/2015 

2/16/1983 

WAGNER, THOMAS 

FAA FIRE TRNG SPECIALIS DISTRICT 3 RELIEF 

TERMINATED 

11/17/2015 

2/19/1980 

WALKER, CALVIN E 

ENGINEER 

ENGINE 107 

TERMINATED 

12/3/2016 

11/1/1986 

WALLACE, MARKS 

FIREFIGHTER (EMT) 

DETACHED SERVICES 

TERMINATED 

4/5/2015 

6/1/1999 

WALL, JOHN M 

ENGINEER (EMT) 

RESCUE TRUCK 5 

TERMINATED 

11/30/2016 

2/16/1980 

WALSH, JAMES 

ENGINEER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

9/20/2018 

2/19/1980 

WALSH, KEVIN J 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

10/11/2017 

2/19/1980 

WALSH, LAWRENCE P 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

5/15/2014 

2/18/1980 

WALSH, PHILIP M 

FIREFIGHTER (EMT) 

TRUCK 44 

TERMINATED 

10/20/2016 

12/3/1990 

WALSH, RONALD M 

FIREFIGHTER 

TRUCK 60 

TERMINATED 

12/31/2015 

10/16/1995 

WANG, CHRISTOPHER K PARAMEDIC 

ALS AMBULANCE 61 

TERMINATED 

12/16/2014 

10/1/2012 

WARD, KEVIN 

LIEUTENANT 

LEAVE OF ABSENCE 

TERMINATED 

9/2/2017 

2/20/1980 

WARD, PATRICK J 

CAPTAIN (PARAMEDIC) 

DISTRICT 2 RELIEF 

TERMINATED 

7/15/2017 

10/1/1973 

WARNER, STEVEN 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

12/31/2015 

9/4/1979 

WASHINGTON, MARK A 

FIREFIGHTER 

ENGINE 103 

TERMINATED 

11/4/2016 

7/16/1986 

WASHINGTON, TERRY B FIREFIGHTER 

MIDWAY 

TERMINATED 

12/9/2016 

8/3/1987 

WATANABE, RONALD S 

FIREFIGHTER 

ENGINE 124 

TERMINATED 

12/17/2016 

12/1/1992 

WAYNAUSKAS, WILLIAM ENGINEER (EMT) 

ENGINE 32 

TERMINATED 

11/17/2017 

2/15/1980 

WEBER, LISAD 

PARAMEDIC IN CHARGE 

EXTENDED MEDICAL 

TERMINATED 

6/7/2018 

4/1/2004 

WEEK, DAVID A 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 26 

TERMINATED 

12/14/2018 

4/1/1993 

WEEL, ROBERT G 

CAPTAIN 

ENGINE 108 

TERMINATED 

3/9/2018 

12/1/1988 

WELCH, BRIAN M 

CAPTAIN 

FIRE BOAT 

TERMINATED 

11/28/2016 

2/18/1980 

WELLS, LAWRENCE D 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

11/30/2016 

2/17/1987 

WENDT, MARK D 

FIREFIGHTER 

TRUCK 6 

TERMINATED 

11/14/2018 

8/3/1987 

WEST, STEVE H 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

10/15/2016 

2/17/1987 

WEYER, DANIEL J 

FIREFIGHTER 

TRUCK 8 

TERMINATED 

1/13/2014 

2/20/2001 

WHALEN, SCOTT T 

CAPTAIN (EMT) 

TRUCK 2 

TERMINATED 

11/27/2016 

2/20/1980 

WHITE, JAMES 

FIREFIGHTER 

TRUCK 61 

TERMINATED 

11/27/2015 

5/2/1988 

WHITE, LEROY 

ENGINEER 

ENGINE 80 

TERMINATED 

10/14/2018 

5/2/1988 

WHITESIDE, CHRISTOPF 

ENGINEER (EMT) 

ENGINE 7 

TERMINATED 

11/30/2018 

10/1/1991 
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WHITE, WESLEY E 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

1/2/2014 

11/16/1978 

WICZUS, MICHAEL 

FIREFIGHTER 

TRUCK 52 

TERMINATED 

12/18/2015 

12/3/1990 

WIGGINS, DAVID J 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 59 

TERMINATED 

3/31/2014 

3/16/1990 

WILBURN, GARDELL L 

PARAMEDIC 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2017 

3/16/1982 

WILDER, LARRY D 

LIEUTENANT 

LEAVE OF ABSENCE 

TERMINATED 

7/2/2017 

2/15/1980 

WILKS JR, CHARLES J 

FIREFIGHTER (EMT) 

TRUCK 27 

TERMINATED 

4/19/2017 

10/1/2003 

WILLIAMS, DAVID A 

PARAMEDIC 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2015 

3/3/1980 

WILLIAMS, DERICK T 

LIEUTENANT 

AERIAL TOWER LADDER 1 

TERMINATED 

11/29/2018 

2/17/1987 

WILLIAMS, DWAIN P 

LIEUTENANT (EMT) 

DISTRICT 1 RELIEF 

TERMINATED 

12/4/2017 

12/1/1992 

WILLIAMS, JAMES B 

FIREFIGHTER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2015 

11/1/1986 

WILLIAMS, JAMES E 

FIREFIGHTER 

TRUCK 59 

TERMINATED 

11/26/2017 

7/18/1994 

WILLIAMS, JERRY 

PARAMEDIC FIELD CHIEF 

EMS 4-5-6 

TERMINATED 

4/4/2017 

7/16/1986 

WILLIAMS JR, BOBBY 

LIEUTENANT 

DETACHED SERVICES 

TERMINATED 

11/22/2018 

11/1/1989 

WILLIAMS, LAURENCE B 

FIREFIGHTER 

CANDIDATE TRAINING 

TERMINATED 

11/25/2014 

3/17/2014 

WILLIAMS, LEWIS L 

LIEUTENANT 

EXTENDED MEDICAL 

TERMINATED 

11/26/2017 

8/3/1987 

WILLIAMS, REGINALD 

FIREFIGHTER 

MIDWAY 

TERMINATED 

11/30/2015 

2/19/1980 

WILLIAMS, RICHARD C 

ENGINEER (EMT) 

RESCUE TRUCK 2 

TERMINATED 

11/20/2014 

9/1/1982 

WILLIS, ROGER D 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

3/1/2016 

12/1/1992 

WILSON, DWIGHT D 

LIEUTENANT (EMT) 

TRUCK 16 

TERMINATED 

11/30/2016 

2/17/1987 

WILSON, RANDALL P 

FIREFIGHTER 

DETACHED SERVICES 

TERMINATED 

8/18/2018 

2/2/1998 

WILSON, RODNEY C 

FIREFIGHTER (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

7/12/2015 

10/16/1978 

WILSON, SHAWN 

FIREFIGHTER 

MIDWAY 

TERMINATED 

11/14/2016 

11/1/1986 

WIRTZ, TERRENCE F 

PARAMEDIC FIELD CHIEF 

EMS 4-5-5 

TERMINATED 

11/25/2016 

3/3/1987 

WITKUS, MICHELE H 

PARAMEDIC IN CHARGE 

ALS AMBULANCE 2 

TERMINATED 

11/15/2016 

7/18/1988 

WOJNICKI, STEPHEN J 

FIREFIGHTER-EMT(RECRU CANDIDATE TRAINING 

TERMINATED 

12/1/2014 

11/18/2014 

WOMACK, ANTHONY D 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

9/10/2018 

8/3/1987 

WOOD, JOHN T 

FIREFIGHTER 

TRUCK 55 

TERMINATED 

9/30/2018 

5/16/1996 

WOODS, MARLON F 

LIEUTENANT 

DETACHED SERVICES 

TERMINATED 

11/24/2017 

11/1/1986 

WOZNIAK, STANLEY H 

LIEUTENANT (EMT) 

ENGINE 117 

TERMINATED 

11/16/2015 

10/16/1978 

WRZESINSKI, HENRY J 

ENGINEER (EMT) 

ENGINE 71 

TERMINATED 

11/20/2017 

2/1/1982 

YANCEY, DOCK 

CAPTAIN (EMT) 

TRUCK 15 

TERMINATED 

12/21/2015 

12/1/1988 

YANKOWSKI, LEE J 

LIEUTENANT (EMT) 

LEAVE OF ABSENCE 

TERMINATED 

11/24/2017 

2/15/1980 

YOUNG, RONALD L 

LIEUTENANT 

TRUCK 40 

TERMINATED 

11/25/2016 

7/16/1986 

ZAJA, ALAN J 

BATTALION CHIEF 

EXTENDED MEDICAL 

TERMINATED 

12/31/2015 

2/19/1980 

ZAMORA, LOUIS C 

FIREFIGHTER (EMT) 

ENGINE 57 

TERMINATED 

12/31/2017 

12/1/1988 
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ZBIKOWSKI, THOMAS M 

FIREFIGHTER-EMTfRECRU LEAVE OF ABSENCE 

TERMINATED 

12/23/2016 

11/17/2014 

ZEIGLER, RICK A 

FF ARB. AWARD(PAR) 

EXTENDED MEDICAL 

TERMINATED 

11/30/2017 

2/16/1983 

ZIEN, JOEL W 

PARAMEDIC IN CHARGE 

LEAVE OF ABSENCE 

TERMINATED 

11/30/2016 

10/1/1975 

ZINGARELLI, JOHN M 

FIREFIGHTER 

ENGINE 127 

TERMINATED 

9/27/2016 

11/1/2005 

ZNAVOR, THOMAS A 

LIEUTENANT (PAR) 

HAZINC TEAM 5-1-2 

TERMINATED 

12/8/2018 

12/1/1989 

ZOTTA, CELESTINO 

FIREFIGHTER 

EXTENDED MEDICAL 

TERMINATED 

3/10/2016 

12/1/1988 

ZUBIK, DAVID L 

FIREFIGHTER 

LEAVE OF ABSENCE 

TERMINATED 

11/2/2014 

2/15/1980 
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